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1.0 I PRODUCTION 

The Bendix Corporation, Guidance Systems Division (GSD) 
has concluded testing of a standard iron and standard 
alnico permanent magnet two phase, brushless DC spin 
motor for potential application to the Space Telescope 
(ST). The purpose of this ^udy was to determine spin 
motor power losses, magnetic drag, efficiency and to:*que 
speed characteristics of a High Torque DC Motor. GSD 
designed and built this motor to fit an existing reac- 
tion wheel as a test vehicle and to use existing brass- 
board commutation and torque command electronics. 

The spin motor was designed for a nominal torque output 
of 50 ounce inch (.35 NM) over a speed range of +3000 RPM. 
The motor rotor consists of 10 poles of alnico permanent 
magnets. The stator, located inside the rotor, consists 
of two phases of windings in quadrature. Hall elements 
are located on the outer periphery of the stator lamina- 
tions so as to sense the rotor flux in the air gap and 
provide rotor position information for electronic com- 
mutation. A picture of the spin motor is shown in 
Figure 1-1. 

The reaction wheel used as a test vehicle for the spin 
motor is a new 50 ft-lb-sec (68 N-H-sec) Momentum Nheel. 
This unit has been designed so that it can be used as a 
normal reaction wheel, a biased momentum wheel, or as 
the wheeled section of a low output torque, control 
moment gyro, either single or dual gimbal. The unit has 
an angular momentum potential between 50 and 150 ft- 
lb-sec. 
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BRUSHLESS DC MOTOR 
FIGURE 1-1 
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The reaction wheel consists of a spoked 16 inch (.406H) 
diameter wheel in a magnesium housing. A picture is 
shown in Figure 1-2. The assembly is about 16.5 inches 
(.42H) in diameter by 7.25 inches (.184M) high* It 
utilizes a three point mount and weighs 32 pounds 
(14.5KG). Single 104H angular contact ball bearings, 
with a 10 pound (-453KG) axial preload provided by a 
belleville spring are used in the reaction wheel con- 
figuration. The bearings used during test were lubricated 
with a fixed amount of SaD-^40'"mineral oil. 

The reaction wheel has been previously tested with an 
AC induction motor installed to determine the units drag 
torque characteristics. The unit has been designed to 
operate in a low pressure or vacuum environment. All 
of the tests results presented were performed with the 
units internal pressure between 100 and 150 micros 
(0.1-0.15 Torr). 

The spin motor drive electronics used for this study 
is a brassboard set similar to the one which was to be 
used on the Earth Limb Measurement Satellite (ELMS) 
program, A picture is shown in Figure 1-3. The elec^ 
tronics consists of an EMI filter, power supply, pul<se 
width modulator (PWM) and H-bridge drive circuits. The 
input to the electronics consists of a nominal 28 volt 
DC buss and DC torque command signal of 0 to +5 volts. 

The output is a PWM current drive, modulated by the 
Hail commutators, to the spin motor windings. The 
current feedback stability circuitry was modified for 
higher speed operation (3000 RPM vs 880 RPM for ELKS). 




50 FT-LB-SEC mk AND WHEEL ASSEMBLY 


FIGURE 1-2 
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BRUSHLESS DC MOTOR PWM DRIVE ELECTRONICS 


FIGURE 1-3 
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The power H-bridges, sed Figure 1-4, were rebuilt to 
accommodate the approximately three times higher power 
levels required. 
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PWM DRIVE ELECTRONICS H-BRIDGES 
FIGURE 1-4 



SUMMARY 

A two phsise, brusliless high t6rq.ae DC motor was designed 
and built to fit within the physical constraints of an 
existing 50 ft-lb-sec reaction wheel. The motor was 
sized to fit existing hardware and was therefore limited 
to a maximum torque of 50 ounce inches. The motor was 
also designed to operate with existing PWM drive 
electronics without modification. Unfortunately, dur- 
ing the course of integration of the motor and elec- 
tronics, it was discovered that the existing H-bridge 
power transistors could not adequately handle the higher 
motor current and so new H-bridges had to be built. 

The electronics were also modified with a double feed- 
back circuit to extend the amplifier bandwidth from its 
former 73 Hertz bandwidth to a 250 Hertz bandwidth. The 
subsystem, consisting of motor, reaction wheel and drive 
electronics was then tested for its performance chara- 
cteristics, Although the motor performed according to 
its design, an unexpected amount of sensitivity to 
armature fields was experienced. This “armature reac- 
tion" did tend to cause dissyraetry in the data but did 
not seriously affect the test effort. The wheel speed 
was limited to a maximum of 2500 KPM rather than the 
desired 3000 RPM because the motor back EHF constant 
was erroneously calculated for square wave excitation 
rather than the actual sinusoidal current. 

The results of this effort have been suramaid-zed in 
Tables 2-1 and 2-2. The functional test results, are 
shown and discussed in Section 4. The motor itself is 
discussed In Section 5. Section 6 contains a discussion 
of the frequency response of the drive electronics. 


HIGH TOHQDE DC MCXTOR CHAHACTERISTICS 


Hotor Type 

Commutation 

Ho, Poles 

No, Phases 

Size 

Weight 

Magnet Hat’l 

Maximum Torque 

Torque Scale Factor (Max) 


Rotor outside stator, brushless DC 
Hall elements on stator 
12 
2 

3.99" OD X 1.63" ID x 1.25" Length 
21 ounces ( .595Kg) 

Alnico 9 
54 02 -in 

10,25 oz-in/pKamp (.072NM/pkamp) 


(Apparent) 9.6 oz-in/pKarap (.06SNM/pKamp) 


Maximum Speed (at 32V) 

Peak power at 2500 RPM and 
max torque 
Motor constant (Max) 

Back EMF Constant 

Kotor Time Constant 

DC Resistance (each phase) 


3000 EPM 
103 watts 

16 02 -in/ /watt 
0.00758 volts pk/RPM 
2 milliseconds 
0 .41 ohms 


Total AC Impedance (each phase) 0.65 ohms 


Inductance (each phase) 

Drag Torque near zero speed 
(Bearing and windage) 
(Magnetic) 

Drag Torque at 3000 RPM 
(Bearing and windage) 
(Magnetic) 

Efficiency at 2500 RPM 
(Max Torque) 

(20% Torque) 


0.8 millihenries 

0.6 oz-in 
0,15 oz -in 

1,5 oz-in 
0.9 oz-in 

76% 

87% 


TABLE 2-1 
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SUBSYSTEM CHARACTERISTICS 


Input Power 

Torque Command Signal 

Torque Command Scale Factor 


Peak Power at 2500 RPM and 
max torque 

Quiescent power at zero speed 
at constant 3000 RPM 
Efficiency at 2500 RPM (Max) 

(Min) 

PWM Frequency 
Type 


28+4 VDC 
0 to +5 VDC 

10.8 oz -in/ volt 
0.076 NM/volt 
9.6 oz“in/pk amp 

187 watts 

8.5 watts 

13.5 watts 
59% 

52% 

4.8 KHz 
Brassl)oard 


3,0 CONCLUSIONS AND RECOMMENDATIONS 

The High Torque DC Motor tested for this report showed 
a definite advantage over an AC motor for meeting ST 
satellite requirements. The DC motor inherently has 
much higher torque and is much more efficient for use 
in a reaction wheel. The DC motor also tends to be 
much more efficient at low torque levels than high 
torque levels indicating even higher efficiency when 
operated at low duty cycles. The biggest disadvantage 
of this motor is the drag torque of the rotor magnets 
on the stator iron. The magnetic drag amounts to 50% 
of the bearing and windage drag at maximum speed and 
20% near zero speed. 

The magnetic drag of the brushless DC motor can be 
eliminated by using an ironless stator. This type of 
motor construction would also run more efficient since 
the stator core losses would be reduced. The stator 
core losses of the standard motor are significant at 
high torque levels since they are proportional to the 
square of motor current. The ironless stator ^ brushless 
DC motor would be the next logical step of investigation 
if it is desired to have increased performance over the 
standard brushless DC motor. 

There were several areas of the motor design which 
requires improvement. The first is the stator iron. 

The stator core losses, although negligible at low 
torque levels, proved to be significant at high torque 
levels. These may bo reduced by increasing the amount 
of iron in the stator. The Hall sensors were located 
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on the stator laminations. Although this location is 
satisfactory at low torque levels, the amount of stator 
flux pickup became significant at high torque levels 
leading to current waveform distortion. 

For future designs, the Hall sensors should be moved 
out of the stator field. An obvious solution is an 
external (to the motor) position resolver. This would 
require additional cost however and a better method 
would be to place the Hall sensors at the sides of the 
rotor magnets. This would require that axial wheel 
motion be limited so as not to affect the scale factor. 
Perhaps the best method would be to extend the rotor 
magnets axialy so as to overlap the stator winding end 
turns and place the Hall sensors in this location. No 
matter which method is chosen it is desirable to have 
the position sensors mounted so as to allow peaking 
and balancing of the motor torque under dynamic test 
conditions , 

The armature reaction effect will be small for an iron- 
less stator motor due to the large air gap. Therefore, 
this type of motor would be able to operate satisfactorily 
with Hall elements located on the stator. 
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4.0 TEST RESULTS 

The High Torque DC Motor was tested as part of a sub- 
system which included a Pulse Width Modulated (PWM) 

Drive Electronics and a 50 foot-pound-second Reaction 
Wheel Assembly (RWA) . The primary parameters of inter- 
est were reaction torque and power. The motors reaction 
torque was measured by suspending the RWA from a strain 
gage torque cell with the spin axis vertical. The nat- 
ural resonance of the suspended spring mass system was 
4.14 Hertz, This necessitating filtering of the torque 
indicators output with a 0,1 Hertz low pass filter. 

Since the RWA takes six minutes to change direction of 
maximum speed at maximum torque, this filtering was not 
considered detrimental . 

Power measurements wet - made with a wattmeter which ob- 
tains a wattage reading by electronically multiplying 
the current signal by t!ic voltage signal. Subsystem 
power measurements are easily measured since they are 
basically DC levels. The motor power measurements, 
however, posed a problenrin that the voltage across the 
motor is pulse width modulated at a frequency of 4,8 
kilohertz. Although the rated frequency response of the 
wattmeter is 2 kilohertz, it is believed that the watt- 
meter was responding with reasonable accuracy for these 
tests . 

The RWA Drive Electron mjs was controlled by a speed 
controller modified fo use the RWAs 

spare set of Hall rcs > Ivors as a tachometez*. The speed 
controller put out a lorque command voltage adjustable 


from 0 to +5 volts. The 5 volt torque command corres- 
ponds to maximum, motor torque. 

The RWA could not be operated above 2600 RPM at full 
torque and 28 volts DC buss voltage because of the motor 
back emf being higher than planned (see motor discussion) . 
Although the motor could be run at 3000 RPM with either 
an increased DC buss voltage or lower torque command, it 
was decided not to run the motor past 2600 RPM for these 
tests . 

The peak motor current was limited to 6 amperes thus 
limiting the maximum torque level to 50 ounce inches. 
Although the motor and drive electronics were capable of 
being operated at a higher current (torque) level, the 
’'armature reaction effect" on the Hall position resolvers 
was too great at higher levels for satisfactory operation 
(see motor discussion) . 

The reaction wheel was operated in vacuum with a wheel 
cavity pressure of 100 to 150 microns maintained through- 
out all tests to keep windage losses constant. 

In addition, a repeatable bearing preload from unit build 
to unit build was accomplished using Belleville washers 
(springs) which were captured in special adjusting nuts, 
threaded into the Beryllium bearing support housings. 
These preload nut assemblies (two per unit), are ad- 
justed so that the spring is approximately .005 inches 
from flat bottom. Once this deflection is achieved, a 
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thrust load of approximately 9.0 pounds, based on the 
spring's spring rate, is applied to each bearing outer 
race in the spin axis horizontal position. 

Since each preload washer still has .005 inch before 
the flat bottom position is reached, the flywheel has a 
total axial end share of ,010 inch. Therefore, a re- 
peatable preload of approximately 9 pounds is achieved 
by always adjusting fho preload nut assemblies to yield 
an axial end shape of .010 inches. 

4.1 TORQUE CHARACTERISTICS 

The reaction torque characteristics of the subsystem 
are shown in Figure 4-1, The subsystem was operated 
at nominal buss voltage (28 VDC) and with five different 
torque command levels through four quadrants (modes of 
operation) arbitrarily designated. 

I - Counterclockwise Acc.elora I ion 
TI - Clockwise Doceleration 

III - Clockwise Accel f'rat ion 

IV - Counterclockwise deceleration 

Quadrants I and II c.orrespond to positive reaction torque 
output whereas quadrants III and IV correspond to nega- 
tive reaction torque output. 

The reaction torque values for the five torque commands 
in each quadrant were read from the curves every 250 RPM. 
A least squares sLraigttt Ijno was then fitted to each 
set of data at each -^poed to determine the torque command 
scale factor. The <‘oefficient of correlation was deter- 
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mined for each regression line with the lowest correla- 
tion being 0.995. The results of these computations are 
shown graphically in Figure 4-2 and are tabulated in 
Section 8.0. Immediately apparent is the different 
scale factors between positive and negative torque com- 
mands of about 7%. This is due primarily to the armature 
reaction effect of the Hall resolvers. Also apparent 
in the graph is the primarily positive slope during speed 
acceleration and the primarily negative slope during de- 
celeration. This effect is due to the change of the 
motor from acting as a motoi’ during acceleration to a 
generator during deceleration. The total torque scale 
factor for all conditions is 10.7 ounce inch per volt 
+13% (3 ct) . The scale factors for positive and negative 
torques, respectively, are 

(+) 10.34 ounce inch/volt +8% CSq) 

(-) 11.08 ounce inch/ volt +8% (3cr) 

The above scale factors were determined from the reaction 
torque curves of Figure 4-1. . The torque scale factors 
were also computed from the motor power curves (see 
Section 4.2) and are listed here to show concurrence of 
data. 

(+) 10.71 ounce inch/ volt 
(-) 11,47 ounce inch/ volt 

It can be seen that there is less than 4% discrepancy 
between the two methods. 













The drag torq.ue of the KWA with the AC motor installed 
was measured and approximated by a straight line of 



= 0 .34 X S + 0 .45 ounce inch 


where T 


AC 


= drag torque with AC motor 
= motor speed in KRPM 


Using the same method (measuring rundown reaction torque 
with motor windings open) and with the same bearing pre- 
load and wheel cavity pressure, the drag torque for the 
High Torque DC Motor was determined to be 

=0.60 X S + 0.60 


Thus, the DC motor, assuming no error in setting bear- 
ing preload, has about 0.15 ounce inch additional zero 
crossing torque. The magnetic drag of the rotor magnets 
on the stator iron amounts to 0.26 ounce inch per 1000 
RPM or an additional 0 .78 ounce inch of torque at 3000 
RPM. 

The torque scale factor was computed by fitting a least 
squares straight line to five points of torque command 
voltage vs reaction torque at given speeds. The slope 
of this line is the torque scale factor and the inter- 
cept or bias should be the drag torque given a linear 
system. These biases were plotted and are shown in 
Figure 4-3. These torque curves represent what may 
be called "dynamic" drag torques and when averaged to- 
gether yield a dynamic drag torque of 

"^DYN "" ^ X S + 0 .74 
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This dynamic drag torque may represent additional drag 
due to hysteresis and eddy current losses, electronics 
losses or simply non-linearity in computation. There 
is still speculation at this time about the nature of 
this curve. Data presented in the next section supports 
the open motor drag torque curve and therefore is the 
one purported to be the true motor drag torque. All 
three curves are presented graphically in Figure 4-4. 

4.2 POWER CHARACTERISTICS 

The sine and cosine motor phase powers were plotted 
against speed in the same manner as the reaction torque 
of section 4.1. The data was also summarized in a 
similar fashion for computer analysis. (See section 8 
for curves and tabulations.) Least squares straight 
lines were fitted to the total motor power vs speed 
curve at each torque command level and for positive 
and negative reaction torques. The slopes of these 
lines were assumed to be directly proportional to the 
torque scale factor and another least squares straight 
line was fitted to the slope vs torque command data. 

The line was forced through the origin and the resultant 
slope represented the torque scale factor. Following 
are the scale factors for positive and negative torques, 
respectively; 

I 

(+) 10.71 ounce inch/volt 
(-) 11.47 ounce inch/volt 

Since the torque command voltage is proportional to 
motor current (this is not entirely true because the 
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armature reaction effect on the Hall position sensors 
causes not only distortion of the current waveform 
proportional to current, but also some positive feed- 
back effects) , the intercepts of power vs speed curves 

2 

are proportional to the I R losses of the motor and 

wiring. Thus by setting the intercepts proportional 

to the torque command voltage squared and fitting a 

straight line through these points and the origin, the 
2 

I R constant can be computed. The RMS current as shown 
in the pictures of section 4.5 is approximately 0.8 

amps RMS per volt of torque command. Using the average 

2 2 
I R constant of 1.2 watts/volt and 0.8 amps/volt, the 

effective resistance of the motor is computed to be 1.88 

ohms or 0.94 ohms per phase. The measured DC resistance 

was 0.62 ohms. The measured DC resistance was 0.41 ohais 

plus 0.2 ohms wiring and an additional 0.24 ohms of AC 

losses at 100 Hz . 


The steady state power of the subsystem was measured at 
zero speed and ^3000 RPM. The speed control circuit 
was used to keep the speed constant while the measure- 
ments were made. The buss supply voltage was then 
varied volts DC. 



Subsystem Power 


Speed 

24V 

28V 

32V 

0 

6.0 

8.5 

10.8 

CW 3000 

11.6 

13.7 

15.4 

CCW 3000 

11.4 

13.2 

15.1 

0 

5.8 

7.4 

9.4 (motor open) 


Spin Motor Power 


Speed 

24V 

0 

0.3 

CW 3000 

0.5 

CCW 3000 

5.3 


28V 

32V 

0.6 

0.9 

6.5 

6.8 

5.4 

5.5 


For the subsystem power at zero speed, the quiescent 

power is clearly proportional to the voltage squared 

2 

thus representing I E losses in the electronics. The 
difference between zero speed and maximum speed sub- 
system powers should represent the spin motor power re- 
quired at maximum speed. The measured spin motor powers, 

however, are higher by an amount partially accounted 
2 

for by the I R losses of the 4.8 KHz PWM ripple current 
in the motor circuit. This is evident by comparing the 
subsystem power at zero speed with the motor in and out 
of the circuit. 


The stable spin motor power is also representative of 
drag torque at constant speed. Using the spin motor 
powers at ^000 RPM and the motor torque constant de- 
veloped earlier, the drag torque at 3000 RPM is computed 
to be 2.2 ounce inch which agrees closely with the 
measured drag torque. 

The effect of the supply voltage buss change from 24 
volts to 32 volts was generally less than 10% throughout 
the speed range. Interestingly, the subsystem required less 
power at 32V during motor acceleration. The effect on 
the motor power was negligible and small differences ob- 
served were attributed to the electronics operation. 
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EFFICIENCIES 

The reaction torque vs speed, drag torque, motor power 
and subsystem power curves mentioned in the previous 
sections were also used to compute various efficiencies. 
The motor efficiency was computed from the ratio of Re- 
quired Power over Measured Power. The required motor 
power is computed from 


R 


1352 


Where Tj^ = Motor Torque = Reaction Torque + Drag Torque 
S = Speed IN RPM 


The motor efficiency is 
K, = 100 5^ % 

The efficiencies were computed for each Torque Command 
Voltage from 1 to 5 volts every 250 RPM, The range of 
efficiencies was then plotted vs speed as shown in 
Figure 4-5. The motor efficiency is obviously zero 
at zero speed and is a function of speed. It is also a 
function of torque with the highest efficiency occurring 
at the lowest torque level. Thus, it can be seen that 
the motor is approaching 90% efficiency at maximum speed 
and low torque levels and 75% efficiency at maximum 
torque . 


The subsystem efficiency was computed from 

P„ 


Eg - 100 5 


% 


where P,j, = Total Subsystem Power 

As above, the subsystem efficiency was plotted vs speed 
and is shown in Figure 4-6 . The efficiency is again 
zero at zero speed and is about 55% at 2500 HPM. The 
tendency is for maximum efficiency at about 1/2 torque. 
The range of efficiencies with torque command is lower 
than the motor being generally less than +4%. 

The electronics efficiency was computed from 

% = 100 ^% 

and is shown in Figure 4-7. The efficiency tends to 
dip down to about 36% at zero speed and rises to about 
65% +5% at 2500 RPM. It should be noted, however, that 
the electronics are breadboard and were not designed 
to permit highest efficiency. 

The quiescent power (P,^) of the subsystem at zero speed 
was measured as 8,5 watts and this power was used to 
compute the effective efficiency of the H-Bridge or 

The results ai i shown in Figure 4-8, The H-Bridge 
efficiency appears to be generally about 70% over most 
of the range and rising to 75% +5% at 2500 RPM, As 
with the motor, the H-Bridge efficiency tends to be 
higher at low torque levels and lower at high torque 
levels , 
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The efficiencies of the electronics must not be taken 
too strongly since no attempt was made during circuit 
modifications at reducing power consumption. This was 
because the main object of this study was the motor 
characteristics. Future circuits would naturally employ 
optimization techniques for increasing electronics power 
efficiency. 

lt)RQUS TRANSIENTS 

The RWA was tested for torque transients with step 
torque commands of +10%, +20%, j^50% and _+100% of maximum 
at CW 2600, CCW 2600 and zero RPM. The filter across 
the output of the torque indicator was removed for these tests 
The resultant torque graphs are shown in Section 8, Figures 
8-16 to 8-27. The 4 Hertz oscillation frequency of the spring 
mass system is apparent in these graphs. Also the slew rate 

(15 inches/ second) of the plotter is evident. However, 
an observable time constant of about 1/2 second can be 
seen in the graphs with maximum torque command. This time 
constant did not seem reasonable so a preset counter and 
digital printer were used to time wheel revolutions 
during the transient. The digital measurement system 
was able to time every third revolution or about 70 
milliseconds between prints at 2600 RPM. These readings 
were converted to speeds and plotted by computer as 
shown in section 8, Figu^’es .8-28 to 8-42. 

It appears from these graphs that the step torque com- 
mands resulted in constant speed-time slopes or constant 
torque levels with no time constants in the 500 milli- 
second range. 


The apparent time constant in the reaction torque graphs 
are therefore attributed to limitations of the test 
equipment and not to the RWA subsystem. 

4.5 CURRENT WAVEFOR?® 

Pictures were taken of the High Torque DC Motor currents 
to show the effect of armature reaction on the Hall 
resolvers. The RWA was operated at CW 1250 RPM with 
torque commands of jh20%, ^50% and +100% of full torque. 
The RWA was also run at CCW 1250 RPM and +100% of full 
torque. Figures 4-9 and 4-10 show the effect of arma- 
ture reaction or the sensitivity of the Hall rotor posi- 
tion resolvers to the stator electromagnetic field. 

The clipping (flat topping) of the current w,,.veforms is 
due to electronic current limiting but the remainder of 
the distortion is due to armature reaction. This is 
evident by comparing Figures 4-11 through 4-16 where 
conditions were the same except for motor current. The 
low current pictures show much less distortion than those 
at high current , 

The motor currents of Figures 4-11 and 4-12 were sub- 
jected to a Fouier harmonic analysis t j determine the 
amount of distortion in the waveform. The results 
shown in Table 4-1 indicate that for accelerating torque 
at 1250 RPM, the harmonic power loss was 3.5% and 8.9% 
for decelerating. The average torque producing currents 
were 4.14 amps RI(S accelerating and 3.77 amps RMS de- 
celerating, a difference of 9%. These differences are 
attributed to armature reaction effects on the Hall 
resolvers . 


4-20 


The effect of the back EMF of the motor on the current 
at maximum speed can be seen in Figure 4-17. The peaking 
of the current at maximum is a result of insufficient 
buss voltage to supply the demanded current. At higher 
buss voltage this effect disappears and likewise at 
lower back EMF 's . 
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CURRENT HARMONIC ANALYSIS 
1250 RPM CW ACCELERATING 

RATIO TO POSITIVE 

CURRENT -A MPS-PEAK SEQUENCE CURRENT POWER COMPONENT 



SIN 

COS 

SIN 

COS 

SIN 

COS 


PHASE 

PHASE 

PHASE 

PHASE 

PHASE 

PHASE 

FUNDAMENTAL 

6.2477 

5.4694 

1.06642 

.93357 

— 

— 

+1 

5.8586 

5.8586 

1.00000 

1.00000 

.500000 

. 500000 

-1 

.3891 

.3891 

.06642 

.06642 

.002206 

.002206 

2 

,7024 

.0644 

.11990 

.01099 

.007188 

.000060 

3 

.3950 

.8269 

.0674 

.14115 

.002273 

,009962 

5 

.6144 

.0578 

.10488 

.00986 

.005500 

.000049 

7 

. 1677 

,D742 

.02863 

.01267 

. 000410 

.000080 

9 


.0709 


.01211 


.000073 

4.8KHZ 

.4000 

.4000 

.06828 

- 06828 

.002331 

.002331 


TOTAL 

HARMONIC 

POWER PER 

PHASE 

.019907 

.014761 


TOTAL 

HARMONIC 

POWER 


.034668 


TOTAL 

POSITIVE 

SEQUENCE ; 

POWER 

1,000000 


1250 RPM CW DECELERATING 


FUNDAMENTAL 

4.1567 

6.5080 

.77953 

1.22047 

— 

— 

+ 1 

5.3323 

5.3323 

1.00000 

1,00000 

.500000 

.500000 

-1 

1.1756 

1.1756 

.22047 

.22047 

.024 304 

,029304 

2 

.2012 

.5952 

.03774 

.11163 

.000712 

,006231 

3 

.9154 

.6905 

.17168 

.12949 

.014739 

.008384 

5 

.1993 

.2790, 

.03737 

,05232 

.000698 

.001369 

7 

.1529 

.1955 

.02867 

.03667 

.000411 

.000672 

9 

.2454 

.0735 

.04603 

,01379 

.001059 

,000095 

4.8 KHz 

.4000 

.4000 

.07501 

.07501 

.002814 

.002814 


TOTAL 

HARMONIC 

POWER PER 

PHASE 

.044735 

.043868 


TOTAL HARMONIC 

POWER 


.088603 


TOTAL 

POS IT IVE 

SEQUENCE POWER 

l.OOOOGO 


TARr^ -1-1 
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COS 

PHASE 


CCW ROTATION ACCELERATING 
5V TORQUE COMMAND 


MOTOR CURRENT WAVEFORMS 
FIGURE 4-9 
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CCW ROTATION DECEIiERATING 
5V TORQUE COMMAND 

MCrrOR CURRENT WAVEFORMS 
FIGURE 4-10 
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CW ROTATION ACCELERATING 
5V TORQUE COMMAND 

MOTOR CURRENT WAVEFORMS 
FIGURE 4-11 
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2 MS /CM 
4 AMP /CM 


COS 

PHASE 








SIN 

PHASE 


2 MS /CM 
4 AMP/CM 



COS 

PHASE 


CW ROTATION DECELERATING 
5V TORQUE COMMAND 

MOTOR CURRENT WAVEFORMS 
FIGURE 4-12 
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SIN 
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2 HE /CM 



2 AMP/CM 


COS 

PHASE 


CW ROTATION ACCELERATING 
2.5V TORQUE COMMAND 

MOrOR CURRENT WAVE FOR NE 
FIGURE 4-13 
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CW ROTATION DECELERATING 
2.5V TORQUE COMMAND 


MOTOR CURRENT WAVEFORMS 
figure 4-14 
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PHASE 


1 AMP /CM 


PHASE 


I'W KOTATION ACCELERATING 
U rORGlE COMMAND 


MOTOR CLTiRENT WAATFORMS 
FIGURE 4-15 





SIN 

PHASE 


2 MS/CM 



1 AMP/CM 


COS 

PHASE 


CW ROTATION DECELERATING 
IV TORQUE COMMAND 


VOX OK CITIKENT > A\TFORM5 
FIGURE 4-16 
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BRUSHLESS DC MOTOR 


DESCRIPTION AND HISTORY 

The high torq.ue SC motor consists of a permanent magnet 
rotor located outside of a two phase wound stator. This 
type of construction employs a rotor comprised of ten 
alnico 9 permanent magnet segments positioned and em- 
bedded circumferentially in a soft iron pole structure. 

A photograph of this type of motor is shown in Figure 
1-1. The multipolar design insures a high torque and 
minimizes space and weight. This machine is designed 
to develop up to 50 oz-in of torque. The stator is 
wound for two phase operation with two pairs (for re- 
dundancy) of Hall elements located in the motor air gap 
for rotor position sensing. 

This type of motor has been built successfully and 
tested for the Roll Reaction Wheel which was to be used 
on the Earth Limbs Measurements Satellite before the 
program was cancelled. 

laSSIGN FEATURES 

Winding Placement 

After tests were performed on the ELNB motor it was 
discovered that the Hall devices which were assembled 
in grooves placed into the stator at the motor air gap 
were not properly located. After much analysis the 
conclusion was reached that the cause for the shift 
must be due to the fact that the coils were lap wound 
into the stator. The lap winding places one half of 
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the coil in the bottom of a slot and the other half at 
the top of a slot. Since the slots are long and narrow, 
the axis of the coil is considerably shifted off the 
radial direction. The theory is that the stator flux 
pattern does not faithfully follow the teeth but tends 
to flow perpendicular to the coils. 

In order to avoid this undesirable error, the winding 
for the high torque motor was modified to insure that 
the coils are all perpendicular to the teeth. This 
was accomplished by placing the individual coils either 
totally in the bottom of slots or totally in the top 
of slots. 

5.2.2 Winding Determination 

The windings were designed to give full torque of 
50 oz-in at 3000 rpm when operated from a 20 volt zero 
to peak square wave. This is equivalent to (4/n)(20) = 
25.5 volts peak sinusoidal excitation. The back EMF 
was calculated to be 0.00744 volts peak/rpm and actually 
tested 0.00758 volts peak/rpm. The correlation was 
good but, unfortunately, the excitation differed from 
the square wave assumed. The actual excitation is a 
pulse width modulated wave of 0 to 20 volts which makes 
it a 20.0 volt peak sinusoidal wave. For this reason 
the back E^^F was high and the high speeds were not 
attained. 

5.3 MOTOR TEST RESULTS 

Refer to Figure 5-1 for a listing of pertinent motor 
parameters discussed in the following paragraphs. 
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5.3,1 Back EMF Constant 

The motor was placed in a test fixture and the shaft 
driven by an external motor. The voltages generated by 
the windings at various speeds were recorded. The back 
EMF was then calculated to be 0.00758 volts peak/rpm. 

The maximum torque constant is calculated to be 1352 
times the back EMF constant. For this machine it is 
10.25 oZ“in/amp x*'eak. This torque constant is attainable 
if the commutation angle is exactly at 90 degrees, 

5,3.2 Hall Location Tests 

After the reaction wheel was assembled some simple 
tests were run to determine the accuracy of the Hall 
placements. These tests are described pictorially in 
Figures 5-2 and 5-3. The tests were run in numerical 
sequence. One set of Hall elements were series input 
connected and set to 40 milliamps and the millivolt 
outputs were recorded for different rotor positions. 

Test 1 indicated that with 2.5 amps flowing through 
the A winding a field was established attracting a 
S pole (assumed polarity) of the rotor. With this set 
of conditions the A Hall element generated 23 mv and 
the B Hall elements generated 72 mv. After the excita- 
tion to winding A was removed Test 2 gave the Hall 
outputs for the same rotor position. Note that the 
diagrams show only two poles when in reality the machine 
has 10 poles and the rotor had a possibility of five 
distinct positions where it could line up. 
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Test 3 was run with, the B winding excited and the rotor 
turned 90 degrees electrically from. Tests 1 & 2. Test 
5 was run with both windings excited giving the srotor a 
45 degree electrical position. Similar tests were run 
with reversed stator currents as shown in 3?igure 5^3, 

The question arises if the Hall locations are acc-iiate. 
Tests 2f 4 and 8 indicate that they are fairly well 
located, where one element reads at a high level and the 
other at a null. But test 10 indicates considerable 
error . 

Comparison of test 6 to Tests 2 and 4 indicate that the 
wave shape is not sinusoidal. One would expect that 
the Hall outputs of test 6 to be sin 45^ or 70.7% of 
the "maximum” outputs of tests 2 Ss 4, They are instead: 

Hall A ^ - 84.2% 

Hall B ’||- = 95.2% 

Comparison of test 12 to test 8 indicates similar dis- 
tortion. 

The odd numbered tests give an indication of distortion 
of the air gap flux field due to stator flux. These 
tests do not represent actual running conditions of the 
motor since the rotor should never be line up with the 
stator field but should be in electrical quadrature. 
Regardless of that fact, one would expect Hall A of test 
1 to be at a low null value. It measured 23 mv indicat- 
ing distortion of air gap flux. 
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5,4 REACTION WHEEL TEST RESULTS 

5.4.1 Current Wave Analysis 

In order to verify the motor design and try to explain 
its losses it proved necessary to analyze the current 
wave shapes of the motor windings . The currents for 
clockwise rotation both accelerating and decelerating 
at 1250 rpm and 5 volts command are given in Figures 
4-11 & 4-12. These photographs were analyzed by Fourier 
series and the results are given in Table 4-1. 

The useful current into the bj ushless DC machine is the 
balanced two phase current that will produce a constant 
magnitude 10 pole magneto-motive force wave in the air 
gap of the machine. This is called the positive sequence 
(+1) current system. Since the fundamental currents of 
the two phases are not equal, there will be a negative 
sequence (-1) current system which will not produce any 
useful torque but will consume power. Similarly, all 
the harmonics of current will not produce useful torques 
but will consume power. Table 4-1 shows the magni- 
tudes of the harmonics, the relative magnitude to the 
positive sequence, and the heating value of these com- 
ponents For the clockwise accelerating mode at 1250 rpm 
the useful current is 5.86 amps peak per phase and the 
total harmonic power into the motor plus leads is 3.47% 
of the conventional copper losses. For the decelerating 
mode the useful current is -5,33 amps peak per phase and 
the harmonic power adds 8.86% to the conventional copper 
losses. 
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Power Flow lUagrams 

using the current wave analyses, reaction wheel mea" 
surements, and motor measurements a power flow diagram 
can be constructed to explain the power flow to the 
motor and reaction wheel. 

Figure 5-4 shows the power flow diagrams for 1250 rpm cw 
accelerating and decelerating at maximum torque. In each 
case, it can be explained from right to left. For the 
accelerating case the reaction wheel torque was taken 
from the plotted curves (Figure 8-2) at full command 
voltage of 5 volts accelerating in the clockwise dir- 
ection, The power output is simply the reaction torque 
times the speed divided by 1352 (or 53.25 x 1250/1325 = 
49,23 watts). The friction and windage is given by the 
rundown test of the AC motor shown in Figure 4-4, The 
AC motor curve gives the required information because 
the friction and windage conditions are identical to the 
High Torque DC Motor case with the additional feature 
that no magnetic field is present in the motor. 

The input to the reaction wheel or output of the ideal- 
ized brushless DC motor, 50,04 watts, is the reaction 
wheel output power plus the friction and windage power. 

The motor rotor experiences a magnetic drag with rotation 
due to the varying magnetic flux that it produces in the 
stator. This is also given in Figure 4-4 and is the 
friction and windage portion (AC motor curve) subtracted 
from the EC motor open winding curve. 



The copper loss of the stator, 14,08 watts, of the 
idealized machine is the positive sequence peak current 
squared times the winding resistance of 0,41 ohms. 

The stator core loss was determined by making impedance 

measurements of the motor. The effective resistance at 

104.2 Hertz which corresponds to 1250 rpm was measured 

and the DC resistance subtracted to give the portion 

of resistance attributable to core loss. This has a 

value of 0.24 ohms per phase. The stator core loss 

o 

then is simply (5.86 amps) x 0.24 ohms or 8,24 watts. 

Summing the motor output power and the three types of 
motor losses gives the idealized motor input of 72.80 

i 

watts . 

The wiring external to the motor was measured at 0.20 
ohms. This dissipates 6.87 watts at 5.86 amps peak 
positive sequence current. 

The harmonic analysis of the current resulted in 3.47% 
additional copper losses due to the wave shape dis- 
tortions and imbalance. This amounts to 0.73 watts 
additional to the motor and wiring copper losses and is 
shown as harmonic losses . 

The toal accountable power input to the motor and 
reaction wheel is 80.40 watts leaving 0,60 watt of 
miscellaneous power or error to account for making the 
total measured value of 81,0 watts. 
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The decelerating case is calculated in a similar fashion 
except that the power flow is running from the reaction 
wheel through the motor and into the supply lines. In 
reality, the brushless 1X3 machine is acting as a gener- 
ator. 

For this case the current is -5,33 amps peak for the 
positive seq.uence and the harmonics account for 8.86% 
additional copper loss due to wave shape distortions 
and imbalance , 

Assuming the measured value of 23.0 watts of generated 
electrical power as being accurate, there results an 
error of 1.96 watts of unexplained additional power 
generation, 

5.4.3 Torque Constant and Power Angle 

Referring to the power flow diagrams of Figure 5-4 one 
can derive the apparent torque constant for the motor 
in the two modes of operation. The torque constant is 
defined as the air gap torque divided by the positive 
sequence current. The air gap torque is the output 
torque of the motor plus the magnetic drag torque. For 
the generator, the air gap torque is minus the output 
torque plus the magnetic drag torque. For this case the 
current is also negative resulting in a positive torque 
constant . 

Figure 5-1 lists the apparent torque constants 9.317 
02 -in/ amp peak for accelerating and 9,483 oz-in/amp peak 
for decelerating. The maximum torque constant is 
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10.25 oz-in/amp peak as determined from the back EMF 
constant. 

The torque angle is the electrical displacement of the 
rotor flux wave and the stator flux wave. This is 
ideally set for 90° but, shifts due to armature reaction 
affecting the Hall outputs. The angle is calculated 
as the sine of the ratio of the apparent torque constant 
to the maximum torque constant and is given in Figure 
5-1 as 114.64 and 112.31 electrical degrees. 

5.5 ANALYSIS 

At this point it would be helpful to study briefly the 
operation of the brushless DC machine with Hall devices 
in the air gap, 

5.5.1 Brushless DC Motor “ No Armature Reaction 

Figure 5-5 gives a simplified representation of a two 
pole brushless DC machine. The rotor is represented 
by a bar magnet and the stator is represented by two 
Hall elements and their corresponding windings. Hall 
element A senses the vertical flux that passes through 
it and Hall element B senses the horizontal flux that 
passes through it. Winding A produces a flux along its 
axis which is horizontal and winding B produces a ver- 
tical flux. 

This diagram shows the ideal operation of the machine 
where the Hall devices sense only the rotor flux and 
produce currents in the windings which in turn produce 
Stator flux in quadrature to rotor flux. At the rotor 
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position shown Hall A is at a maximum and winding A is 
drawing maximum current. The B circuit is at zero. As 
the rotor turns clockwise (upper diagram) the flux vector 
system follows synchronously so that a uniform torque is 
developed for all positions. The torque is proportional 
to the product of rotor flux, stator flux, 4»g, and the 
sine of the angle between them. The convention for the torque 
direction is that the rotor flux vector tries to align with 
the stator flux vector. 

The lower diagram shows the motor operation for counter 
clockwise torque, 

5.5.2 Brushless DC Motor - with amature reaction 

Figure 5--6 represents the more realistic vector diagram 
for the flux vectors of the brushless DC machine with 
Hall devices in the air gap. The actual flux that 
passes through the Hall resolvers is not just the rotor 
component as assumed in the previous paragraph but the 
total flux, which is the vectorial sum of and 
^ >n the air gap of the machine. This flux is sensed 
and a stator field is produced in quadrature to it. 

This effect is called armature reaction. The torque is 
proportional to the product of and the sine of 

the angle between them (torque angle) as stated before. 

Figure 5-1 gives the torque angle that was determined 
under a set of conditions, 114.64^ accelerating and 
112,31° decelerating. These can be considered close 
enough to be the same . 
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By comparing the clockwise torque (upper) to the counter 
clockwise torque (lower) vector diagrams of Figure 5-6 
one notices that there is the S 3 nnmetry of torque magni- 
tude and angle with direction of rotation. The conclus- 
ion one reaches at this point in the analysis is that the 
Hall devices are properly located . 

5,5.3 Brushless DC Motor - with armature reaction and Hail 
placement error 

Suppose the Hall elements are both displaced relative 
to the windings by an angle, &, instead of 90^ as they 
should be. Then the machine will appear as shown in 
Figure 5-7, Now the Hall devices sense the total flux, 
and the stator field is located at 180°-9^ or Q 
depending on the torque direction. Also, the magnitudes 
of the stator fields, are not the same since the 
magnitudes of 0 ^ sensed in each direction are not equal* 

Note the dissimilar vector diagrams for the two torque 
directions. The winding currents and the torque for 
the lower diagram are higher than the corresponding 
values for the upper diagram. 

From the data on the High Torque Motor it appears that 
this type of misplacement of Hall elements does not 
exist, but this is not positively proven. For instance, 
the Hall placement tests of Par. 5.3.2 left some doubt 
as to the accuracy of placement. 




Another source of information that may produce some 
douht as to the accuracy of the Hall placement are the current 
waveforms of Figures 4-11 and 4-12. The distortions of 
the wave shapes plus the fact that the waves were elec- 
tronically clipped could be hiding the fact that the 
Hall elements are not ideally located hut are being 
compensated by circuitry. 

5.5.4 Distortion at Air Gap and Skew 

One undisputable source of error for this type of mach- 
ine is the flux wave distortion that takes place in the 
air gap of the machine. Since the Hall devices sense 
the total air gap flux which is not necessarily sinusoidal 
and these in turn are amplified and fed to the windings, 
there is a compounding of distortions. If the machine 
has a large air gap, the distortions will be reduced 
and the stator flux portion will be minimized. 

Another source of flux distortion is caused by the stator 
skew. The flux in the air gap tends to concentrate axially 
as well as circumferentially in the areas of rotor to 
stator attraction. The flux takes the least reluctance 
paths available by following the skew of the stator. 
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HIGH TORQUE BRUSHLESS DC MOTOR PARAMETERS 


GENERAL 

Number of Phases 
Number of Poles 
Outside Diameter 
Inside Diameter 
Overall Length 
Weight 

MOTOR MEASUREMENTS 


Back emf constant 

Maximum torque constant 
DC Resistance per phase 
AC component of resistance 
per phase at 104.2 Hz 
Inductance per phase 


2 

10 

3.990 In. 
1.627 In. 
1.25 In. 
21 Oz. 


0.00758 Volts 
Peak/RPM 

10.25 Oz-in/amp peak 
0.41 Ohm 

0.24 Ohms 
0.80 Millihenry 


REACTION WHEEL MEASUREMENTS AT 1250 HPM i MAX. TORQUE 


Accelerating 

Apparent torque constant 

(oz-in/amp peak) 9.317 

Torque angle (degrees electrical) 114.64 

Torque angle (degrees mechanical) 22.92 


Decelerating 

9.483 

112.31 

22.46 


FIGURE 5^1 
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DRIVE ELECTRONICS ANALYSIS 


To obtain proper motor torque at all speeds, the motor 
current must follow the Hall voltage, in both amplitude 
and phase, at all frequencies up to maximum speed. A 
block diagram of the spin motor drive system is shown 
in Figure 6-1 where; 

L - Motor inductance + Hall current sensor inductance 
= 0.82mH 

R = Motor resistance ^ PWM power stage resistance + 

Hall current sensor resistance =1.0 ohm 
Krjt =■ Motor torque constant = 10.3 oz-in/amp 

= Motor back emf constant = .00758 volts/rpra 

Note that the Hall output voltage is assumed to be 
in phase with the motor back emf. Since it is 
required that the motor current (Ij^) follow the Hall 
voltage (Vj^) at all frequencies up to maximum speed, 
the drive electronics must be designed to minimize 
the motor current generated by the back emf (Vj^) . This 
problem is the conventional servo problem of minimizing 
an unwanted disturbance, which means maximizing the 
values of ^ 2 , 0 ^ and Gg at all frequencies of interest. 

As the values of G 2 , G^ and Gg increase, however, the 
amplifier bandwidth increases. Prom a stability 
viewpoint, the maximum allowable bandwidth is set 
by the PWM power stage, which contributes a sampled- 
data -type phase lag. The PWM design used in the 
present system has a 9.6KHz effective sampling frequency, 
and the electronics are designed to produce a loop 
crossover frequency of 2500Hz, or about ^ of the pulse- 
width-modulation sampling rate. 
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As a result, referring to Figure 6-1, 


Gj = 10 V/V 
G„(S) . 40 

2tt12,7 

Gg = 0.5 
G^ = 5.23 V/V 
Gg = .178 

Gg = 26 Y/V (for = 
G^ = 10 Y/Y 

2irl94 

Gg - .03 V/A 


V/V 


28VDC) 


Using these values, the scaled block diagram of 
Figure 6-2 may be drawn. The open-loop transfer 
function, A(S), of the loop (for stability verification 
only) is 

_ §1 

A(S) = ^ , T - 1/9600 sec 


where the transport lag approJiimates the dynamics 
of the pulse— width modulator. 


Numerically, 

1 + 

A(S) - 823 ™ 5 


S 

19,200 
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FIGURE 6-2 










An asymptotic sketch of A{S) is shown in Figure 6-3 
The crossover frequency is 2500 Hz and the phase 
margin is 30 degrees . 


The transfer function relating motor current to 
Hall voltage and motor back emf is 


I = 
m 


G^G.G G ,V, -G.V„ 
a p c d h g D 

1+G G,G +G.G^G,G„ 
c d e b c d f 


66.0 Vj^(l+ 


27 t 1625 ^ “ 1.21x10 ^^+2 tt12.7^ 


( 1 + 


27T1369 


)( 1 + 


2tt14S3 


) 


Since the developed motor torque is proportional to 
the magnitude of the component of in phase with 
and (i.e, the real part of 1^^^) , this last 
equation may be used for calculating torque roll off 
as a function of frequency at 250 Hz (which 
corresponds to 3000 rpm) the motor back emf equals 
22.75 volts. With a Hall voltage of .0736V 
(corresponding to the maximum torque output of 50 oz/in) 


R I = 4.690 amps 
e ra 

At zero frequency, with V^^ - .0736V, 

R^I^ = 4,858 amps. 

Thus, the torque reduction due to frequency effects 
is 3.4% (-.3 dB) at 250 Hz, and the amplifier frequency 
response is adequate. 
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Up to this point it has been assumed that sufficient 
battery voltage is available to both overcome motor 
back emf and supply the current required to produce 
the commanded torque. The required battery voltage 
is given by the expression: 




-Hg + Kfa W 


Where : 

Vg = required battery voltage 

= constant voltage drop in drive amplifier = 2V max 

I = peak value of commanded drive current = 5,13 amp max 
R = motor resistance + drive amplifier resistance + 

Hall current sensor resistance = 1.0 ohm 
Kjj = motor back emf coefficient = .00758 volts pk/rpm 

^ » motor speed - 3000 rpm max 


Thus, for the condition of maximum current (i.e. maximum 
torque) and maximum speed, the required battery 
voltage = 29.9V. For Vg = 28V, the maximum speed at 
which maximum torque can be achieved is 2750 rpm. 

For Vg =■ 24V, the maximum speed at which the maximum 
torque can be achieved is 2230 rpm. 


If system requirements dictate that maximum torqu® 
be achieveable at 3000 rpm, with the present motor 
design, a battery voltage of 30 volts must be provided. 
If this is not practical, the impedance of the motor 
can be lowered (by a winding change) permitting 
operation at higher current and lower operation. 
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TEST EQUIPMENT 

The following equipment was used for testing the High 
Torque DC Motor and RWA. 
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Description 

Manufacturer 

Model No . 

Accuracy 

Torque Cell 

Lebow 

2105-100 

0.1% Linearity 

Torque Indicator 

Lebow 

7521 

0.1%, 0-400 Hz 

'A^Y Plotter 

Hewlett Packard 

7046A 

0.2% 

Wattmeter 

Industrial Test 

Eq, 5125 

2%, 0 to 2 KHz 

Current Probe 

Tektronix 

P0O42 

3% 

Oscilloscope 

Tektronix 

545A 

3% 

Multimeter 

Fluke 

8375A 

0.02% DC, 0.7% 
0 .01% Ohms 

Preset Counter 

Hewlett Packard 

533 OB 

5 PPM 

Digital Recorder 

Hewlett Packard 

5050B 

Absolute 

Power Supply 
Speed Control 

Power Designs 
Bendix 

36250A 
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3.0 


TEST DATA 

This section contains all of the performance test data 
taken during subsystem tests of the High Torque DC 
Motor in the 50 ft-lb-sec Reaction Wheel Assembly. 

8.1 PERFORMANCE DATA 

The performance data consists almost entirely of X—Y 
plotter curves with the exception of stable pov/er mea- 
surements at constant speeds and digital torque transient 
data. All the curves tonsist of either torque vs speed, 
torque vs time, power vs speed or speed vs time (digi- 
tal) data. A list of this data is found in Table 8-1 
and the data itself follows Table 8-5. 

The digital transient torque data consists of single 
wheel revolution times for every third wheel revolution. 
The revolution time period was converted to speed by 

S. - ~ (RPM) 

^i 

where Pj^ = Time period for ith revolution 

The data points were converted to a time vs speed curve 
by the following 

To = 0 

■^i = *1-1 + 3 Pi 

So - so/p„ 

S. - 60/Pj^-So 

A least squares straight line was fitted to the points 


b 1 


Indicated on the computer sheet and the torque computed 
from this Is 

TRQ = I K m (oz-in) 

where 

2 

I = 30.24 = Rotor Inertia in (oz-in-sec ) 

m = slope of least squares line in (RPM/sec) 

K = 27T ( RAD/ SEC) 

So RPM 

The sign of the torque in the result represents only 
accelerating or decelerating torque and is not in rela- 
tion to reaction torque. 

8,2 COMPUTER DATA ANALYSTS 

A computer was employed for the purpose of determining 

the High Torque DC Motor characteristics from the data 

curves. Four of the curves were used in this analysis: 

Figure 8-2 Reaction Torque vs Speed 

Figure 8-10 Subsystem Power vs Speed 

Figure 8-11 Motor Cos Phase Power vs Speed 

Figure 8-12 Motor Sin Phase Power vs Speed 

Vertical lines were drawn through the curves every 250 
RPM and the values of intercepts with each curve coded 
for computer analysis. 

The first data reduction consisted of fitting regression 
lines to the Reaction Torque vs Torque Command Voltage 
at each speed and each quadrant of operation (positive 
and negative torques and positive and negative wheel ro- 
tation) , The motor torque was computed for each reac- 
tion torque with the equation: 


,-r T-ry TH" 
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where 


Tjj = Drag Torque = 0.0006S + 0.6 
S = Speed in RPM 


The required motor power was computed for each reaction 
torque from 

p = T s 
R (watts) 

1352 

The resultant efficiencies for each point were computed 
from the following 


P 




= 100 


R 


^^SIN ^ ^COS) 


% - Motor Eff. 


= 100 ^COS^ % - Elec. Eff. 

^ P 

TOTAL 

Ej. = 100 ^^SIN ^CX)S^ % = H-Bridge Eff. 
“ 7p 3""^ 

^^TOTAL Q-* 


P 

Eo = 100 R % = Subsystem Eff. 
® P 

TOTAL 

Where 


Pgljj = Sin Motor Phase Power 
pQQg = Cos Motor Phase Power 

^TOTAL "" Subsystem Power 

- Quiescent Power = 8.5 watts 


The efficiency data was then summarized in Tables 8-2 and 
8-3. The data computed from the regression lines of Re- 
action Torque vs Torque CJoinraand Voltage at constant speed 



was summarized in Table 8-4. In addition, a regression 
line was fitted to the intercepts of these regression 
lines. Also, an average and standard deviation were 
taken of the slopes. 

The total motor power was summarized in Table 8-5, 
Regression lines were fitted to the Power vs Speed data 
XKjints for each Torque Command Voltage and both positive 
and negative torques. The slopes of the regression lines 
vs torque command voltage were fitted to a least squares 
straight line through the origin. The intercepts of the 
straight lines vs torque command voltage squared were 
also fitted to a least squares straight line through 
the origin. 

The computer printout containing the original data fol- 
lows the analog data after Figure 8-42, 



PERFORMANCE DATA 


FIGURE 
8-1 
8-2 
8-3 
8-4 
8-5 
8-6 
8-7 
8-8 
8-9 
8-10 
8-11 
8-12 
8-13 
8-14 
8-15 
8-16 to 
8-19 
8-20 to 
8-23 
8-24 to 
8-27 
8-28 to 
8-35 
8^36 to 
8-42 


TITLE 

STABLE POWERS 

REACTION TORQUE VS SPEED 

CW DRAG TORQUE 

CCW DRAG TORQUE 

CW LOW SPEED DRAG TORQUE 

CCW LOW SPEED DRAG TORQUE 

ZERO CROSSING TORQUE 

CW AC MOTOR DRAG TORQUE 

CCW AC MOTOR DRAG TORQUE 

SUBSYSTEM POWER VS SPEED 

COS MOTOR POWER VS SPEED 

SIN MOTOR POWER VS SPEED 

SUBSYSTEM POWER FOR 24 AND 32 VDC BUSS 

COS MOTOR POWER FOR 24 AND 32 VDC BUSS 

SIN MOTOR POWER FOR 24 AND 32 VDC BUSS 

CW. TORQUE TRANSIENTS FOR 0.5, 1.0, 2.5 AND 

5.0 VOLT TORQUE COMMANDS 

CCW TORQUE TRANSIENTS FOR 0.5, 1,0, 2.5 AND 
5.0 VOLT TORQUE COMMANDS 

ZERO SPEED TORQUE TRANSIENTS FOR 0.5, 1.0, 

2.5 AND 5.0 VOLT TORQUE COMMANDS 

CW DIGITAL TORQUE TRANSIENTS FOR 0.5, 1.0, 

2.5 AND 5.0 VOLT TORQUE COMMANDS 

CCW DIGITAL TORQUE TRANSIENTS FOR 0.5, 1.0, 

2.5 AND 5.0 VOLT TORQUE COMMANDS 


TABLE 8-1 


H ■. 5 


i-lKiH TD'^OlJt: 0C.*lOTON rFF!C|.LNCY 


iH»6t ) 0. 

2b 0. 

bf“0. 

75U. 

1000. 

125.. 

1500. 

175J. 

2090. 

2250* 

2500. 











C • ij W 

40.0H 

b6.61 

64.61 

76. i 6 

0 2 . J 0 

8 3.25 

H 5 . 6 7 

85*64 

bfa.72 

8 7.29 

J . C J 

39.76 

b4.43 

64.93 

71.65 

75.79 

7‘i.8 7 

81.23 

8 3.5/ 

83.27 

8b. 34 

0.00 

32.73 

4R.03 

58.31 

65.20 

69.83 

72.23 

75.40 

77.24 

80.17 

3 i . 1 0 

U.C'J 

27. 2» 

4 i . P 4 

51.88 

58.5 8 

64 *03 

67.87 

70.71 

73.39 

75.86 

73.13 

0.00 

2*».14 

39.22 

49.15 

55.20 

61.87 

65.95 

68.91 

/ 1 . 1 1 

70*65 

/ o 0 1 5 




ELECT POM ICS 







22.91 

32.14 

39.43 

45.97 

44.31 

46.67 

50.95 

54.46 

56.65 

57.81 

59.59 

2i>. 7b 

38. b4 

48. ?4 

52.77 

55.99 

5b. 22 

61.81 

63.71 

64. 85 

68.20 

68.88 

50. 59 

4R.57 

bb.07 

58.12 

00.8 7 

03.39 

65.30 

0 (> • o 6 

08. 90 

u V * i 4 

70.93 

44. 30 

b?.?0 

56.55 

5H.33 

60.52 

62*08 

6 3.45 

65.34 

67.39 

03.70 

69.99 

■ 46 .49 

b2.45 

5 7. O j 

58.17 

02.0 8 

6w . 64 

62.24 

63.64 

65.4-^ 

5 9.99 

67.97 


H nPII3GE 


1 ... ?-5 7_ H 1 • H 1 ? 1_. ti 1*Z-L •21 75.7 1 7H.20 7^.Jf> 7B.72 

? 5U.vJ S9.67 f)0. 76 70. /♦O 7?./f0 72»77 75»b^ 76. 5« 7^.66 79.5^ 
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3 C.-. ACC 56*41 64.71 7-,9.f!6 70.32 71-.96 7^.17 73.75 73. BR 77.77 76*21 73.17 

■■‘S' C'.7~'i*CC 5'7r#5T7~57’.‘''^'''‘ ■'TA •'^tTD 64,777 67,16 ri3.44 69,63 71,91 73,6a"t4,91 

4 C '« /< CC i>5,67 5 9.6R. 6 3, ‘>2 *3,21 69*0 5 sj4,\J3 65,3 3 06.66 68.76 R.25 70. B 4 

.SLRSY.5TE»^ 


1 CC ACC O.vO 
? *cc ACC ■ T;'.::;' 
3 CC ACC OiCG 

4""ar'A‘cr — 7;rrj 

5 CC Acr J.uo 


12.34 20, UJ 27,29 3J. .'M 35,63 4j,ii ^4,14 45. R5 47, J6 49, o7 

14,75' T?', 49 ^32,69 59.1m 47 ; 03 TJ^ H '6 ”5 2 1 7 5'5T2 3 5 r. ,H 5 

15.6 6 2 5.62 33.2/. 39.05 43.69 46. B7 50.v>3 52.73 5j.08 56.95 

1 4* 6TT 2 3 , 43' 75 0 ,22 39,85 43 ,1 1> 4^ . 2 h 49,5 4 52.05 54 .70 

13.17 22.27 23. 6B 34, -ri 37.61 41,3.‘ 44.08 46.^7 49.39 51.99 


1 r.,‘i ACC O.oa 13.93 24,73 32.20 95,:)3 

2 C4 AC*" 0.0C-- 15.91 27.03 35.21 41,06 

3 Cm ACC o.Uo 16,11 27.2R 34.56 40.32 

r’c:. -free " ' 7T? j o “i^4V7i ‘ b -21 . Tnvir'iiJT^ v 

5 c Acc: 0.0 0 i:^.^'' 22.44 23,50 ^ 3.59 


41,41 44*«0 49,23 51,23 53*30 54,38 
4 5,69 5 0.51 52,64 j 6«26 50*3 *3 5*9 • ^ 4 
4 1,8 4 47,46 50,51 53*66 55*77 50*o6 
jv.”65 4 j,.;w 46,13 4^,53 52*16 54,65 
3/. 42 4*),8r hJ,63 46,5 7 49,34 51.52 


TABLE 8-3 
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HlfiM TOl’iUUtr. nc 


CC ACC 


r.kPFD 

MAS 


S.F. 


-] .19. 






i'OaZl 

. 500. 

“2.11 


10.41 

730* 

-2.11 


10.41 

lL>oy. 

-2.71 


10.71 

• I25y« ■ . 

-2.63 


10.53 

160U.. 

-Z.P6' 


1 U . 60 

"1750. ‘ 

-2.70 


10.52 

2;j0u.. 

“3.23 


2 0.65 

> 2250. 

-3.70 


10.76 

- 2500. 

-3.R6 


10.72 

MTfc'kCEPT 

-1.40 

AVO 

10.499 

ALOPE -0 

• 000963 

SO 



-0.070 




C.V ACC 


mm 

^^lAS 


S.P. 


^ ■ 



-10 • 45 


250. 

0.H6 


-IU.72 


5''"0. 

1.05 


“11.01 


750. 

1.71 


“11.25 


i09U. 

1.P7 


-11.33 


125J. 

l.«7 


-11.33 


I5't j. 

2.25 


-11.41 


1750. 

2.45 


-11.45 







2250. 


■1 



25 n). 

2.9 5 


BUifl 

■ 

“'T7TFTCTPT' 

oTTo 


-11.212 


J5L09E 

OeOOlOOM 

S!5 

0.334 


C;)'3k 

0.9K3 





TAELS 

8^8 


MOT'^Jk 


CW ntC 


SPEEw 

H I AS 


S.F. 

u ■ 

-0.17 


10.13 

2 5o • 

0.46 


10.39 

5 CO. 

0.9H 


10.45 

750. 

io22 


10.39 

lOUO. 

1.22 


10,39 


1.34 


10.33 


0.95 


10.36 

1750. 

2.05 


10.01 

200u.. 

2.27 


9.97 

2250. 

2.73 


9.66 

2500. 

2.97 


9.76 

IraEkCLPT 

O.lU 

AVG 

10.187 

SlOPt. 

0.00109C' 

sn 

J.233 

CORk 

0.944 




CC DEC 


SPEEO 

4 

« I AS 

S. Fe 


0. 

250. 

-0.21 

-1.09 

-11. U4 


5CC® 

750. 

-1.32 

-1.68 

-11.21 

-11.19 


1 U 00 0 

1250. 

—2.04 

-1.8H 

-11.07 

"U.J7 


1500. 

1750. 

“1.H2 

-2.22 

-n.07 
-10.91 



-2.17 

-2.88 

-10,86 

-10.69 


itljBl 

-2.96 

-lO. 59 


I.NTLkCEPT . 
SLOPE 

-0.74 

0.0'J08f^4 

AVG -10.945 
._3'1 . . _'J.2u2 


CORk 

-0.935 




















^liSPRODyCIBILITY OF T HE 
ORIGINAL PAGE is" POOR" 
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t} 

UAO 5 r-.' ACC 




S‘3EFD 

Tr ' 

1 

**"*«^-“*‘ 

V * 

?5u. 

5 '.t '.1 , 

750. 

JJjJW. 12 50* 

1 ^ • 

17 5'. . 2oOO. 

22 50. 

2 6 0 o • 

IU*5 

16*5 

23,0 

?H*5 

34.0 40,0 

40. C 

52.0' 57.0 

6 3 . 0 

63.5 

?. 

1 

ti 

5 

lO.T 
n*c 
1 i * o' 

r 0 a C 

5*0 
lSo5 
5,"n' 
2 H . n 

-] ,5 

?5,b 

-r*o 

?7,o 

-7.5 

32*0 

— 13»vi — 19,0 
3H*5 65.0 

-2 4.5 
5^.0 

-30.0 -36.5 
5?».0 66.5 

”61.5 

70.5 

-47, p 
77.W 

- 1 *1) 
4 5,0 

-13.0 -2J.0 
5 5 • ' 61.0 

“26.5 
■ u9 .0 

-.32.0 -33.0 
74.0 36.0 

— 4 3 « 5 
93,0 

-49,"b ^ 

V9,5 ' 


ft CC DEC 

12^)0 > lb oj« 17‘ii u« 2QU0 » 2?5’J* 26j-'t 


20* w 2H«0 3/.(J 53.,; 61# U 69. J 19 tC Ho,0 9 3,0 V9,5 

? TObO 11.5 2*6 -6,0 -22,0 -29.6 -57.0 -45, 'l -6‘5,0 -60. u 

3 19,5 30,6 40,5 49,6 69.0 67,5 77.0 H6.:' i i i 



T07UUE C04STAOT 


7,92 


10,71 


1 S3UARF:) CO'nSTANT 1,14 


h,4H" ATTS/VOLT/KkP^' 


11.47 OZ^^1M/VOL T 
1*26 WATTS /VOLT SOI^S 


TABLE 8^ 
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HIGH TORQUE DC MOTOR STEADY STATE POWER 


SUPPLY BUSS 

24V 

2SV 

32V 

SPEED 

(RPM) 

SYSTEM POWER 

6.0 

8.5 

10.8 

0 

MOTOR OPEN 

5.8 

7.4 

9,4 

0 

MOTOR POWER 

0.3 

0.6 

0.9 

0 

SIN 

0.1 

0.2 

0 .3 

0 

COS 

0.2 

0.4 

0.6 

0 

SYSTEM POWER 

11.6 

13.7 

15.4 

3000 CW 

MOTOR POWER 

6.5 

6.5 

6.8 

It 

SIN 

3.1 

3.1 

3.2 

It 

COS 

3.4 

3 .4 

3 .6 

tt 

SYSTEM POWER 

11.4 

13.2 

15.1 

3000 CCtf 

MOTOR POWER 

5.3 

5.4 

5.5 


SIN 

2.4 

2.4 

2.4 

IT 

COS 

2,9 

3.0 

3,1 

ft 


POWER IN WATTS 


FIGURE 8-1 


PpR-f )1'^ LiCi.-' !• 


8-10 
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Hi&H Te><^autf QC H*To,i 
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cciD ciroo 
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r»o|^np_L wofiowav 


ncinut; 8-27 
H-HH 


IlK*"” 



[il^ssRS 

ifiiiiiOi 

1 R-SssS ^ 

1||||M| 

■ -. yi» 

1 Hlttil 

illlfliSl 

1 BM&* 

IBM^I 


MiiMIIII 

atBaCgriil 

Ml ■mbBBBsI 

inSWDMQ 


















£ 



V-. J 



21 23179. 2596.66 _ 
12"Z3n'9r259a.66‘ 

23 23177, 258«.77 

£ 2iv TSn?.' 2Sba.77 ■ 

25 2317b. 25e<J.i'- 

■TS'TTrTftnrssr. ? = — 

c 37 2317b, 25d9,10 

■ 7« 23175. 25»!s.Sfl — 

39 23173. 25aV,?2 
- - - 62 -Z317t. 2509,1'' 

61 23172, 2539.32 

42 -7^nrrT^WiT?~' 

c 62 231*1, 25-'9.4b 

- j5j72^ 2589.31 

65 23171, 2509.66 

t “ ~ 66 - 73 I 7 T. Z 539 . 6-6 * 

67 23169. 2569.66 


£ TORillJE" 2.75 ^ 


c 


c 

i 
















( 


high T0»U'JE oc motor 



c 

C “ 


1 




:^35 3a. 25y'*iO’ 
7 7313ft, 2593.3^ 

>T 731ftl, 2652,3'' 


7 s! 6 ?. 2351.56 
J3161. 2550,56 


12 23163, 2550.33 
12 2316 5. 2 59 J.11 
^6■ 22176. 25i = .<“'» 
15 231tf3. 2551*, 1'' 


5 :* 7 ,H 5 

536.53 



20 

57 

/ 

67 

A 

HA 

*/ 

53 / 

,66 

^ ^ 

31 

76 

1. 


31 

3? 752u?, 
33 ?32e3. 

232 H 5 , 
~5 ? 3 ? 5 ", 
S* 233-3. 
^7 233U 6. 
33 23315. 
^5 23321. 
30 23326. 
M 23335. 
t 2 
6 ’ 


*6 23355. 
*5 73355. 


*.6 2336 
^7 23366. 


23S71, 


2577. O'* 
7575. gp 
2576.32 

2575.37 

7576.77 

2576,66 

2573.65 

2572.70 


2572.23 
2571. 77t 


2569 , 6 P» 
2569, -‘6* 


2565 .69» 
7567 . 63 W 


2567.2*» 


nut Jilt* -25.10 


PfllHTED 




c 


Ml OH TuaUUE DC MOTOR 


i 


i 


I 


|g, 


»-0 

t ^ 

Cl 

K 


G 

pi 

f*4 


lii 


-2S, 

'iERTcil SPE£^ i.*..Ia.. .1....1.*.. ••••! 


( 



1 

* 

73i;a. 

2596. 5CI 




? 

73107, 

2596.61 




1 

J310P, 

2596.59 

( 




23U5, 

2596.09 




5 

230^9* 

2597,51 




A 

TSOT?, 

2597.73 

* 



7 

730H9, 

2598.69 




■" i 

#3032, 

259?.97 ” 




9 

23000. 

2599.65 

f 




2605.21 




H 

73J67. 

2601.11 




12^ 

T5091, 

2601, 70 

( 



13 

73;'61. 

2601.79 




... 

'231159'. 

26'j2.68 




15 

23C97, 

2603.37 

( 



l5 

23D99. 

2603.71 




17 

23J37, 

2609.50 




nr 

■73UT?;' 

2605.07 

( 



1<3 

23027. 

2605.63 





?3J^;2".“'2606.20 




21 

23015. 

2606.99 

( 



77 

"zsiirs.' 

2607.56 




Z3 

23lf JR • 

2607. 7« 




i<* 

?30il2. 

260B.96 

( 


•’ll 

tH 

?5 

22999. 

2609.37 


- — 

icr 

■ 

TFTv?. 

26lii>«60 


T 

1 

?7 

2293?. 

2610.05 

( 

iBb 

0tr 

■ft- 


22W9. 

2611.07 



09 

Z9 

22979. 

2611.69 



U 

“TpS" 


2611.37 

c 


C4 

31 

22965. 

2612*67 





2z3tl.' 

2613,1? 




33 

22955. 

2613, BO 

c 




22952. 

261^ » I*i 




35 

22993. 

2615.17 




36 

2J739T 

2615.63 

t 



37 

22937. 

2615.86 



■’ 

JTT 

^2Kri. ZETffTTiA 




39 

22921, 

2617.65 

t 



—sT^jzszu; 

2617. bn “ ' 




-1 

22919. 

26ie.9A 




JTT 

TZ^XnfT 

2619.T7 ^ ~ 

t. 



93 

22907. 

2619.28 





2620. 




ft a 

72991, 

2621.11 

1. 

— 


-'— Tifi- 

~Z29tfn~.~ 

2621.2^ 




97 

22^59, 

2621.91 

t 



C7T 

~77W7Wr 

2622. 6{1 ' 






■ ~ ro=3CFH» 2ET79" ■- ..^TT ifH': ■ 9 iv 9 

c 







t 

C 


Cx ACCEL T/C»i!.5V 




»KfS 


1 

sESIod 

23063. 


«« D } «a • 

« J » 1 » • a 

r« i • »« 

• 1 • • 1 

> 


2595.66 






63UP2. 

2599,67 





4 

23i;66« 

2b95,?'l 






23083. 

2599.31 






5 

23396. 


7 

231SJ6. 

2596.9* 

* 

23136. 

2596.7? 

d 

251?6. 

2596.7? 

1" 

23136. 

2S93.26 

u 

2313». 

2594. 1’ 

12' 

23T55, 

2591,21 

13 

23l:-'9. 

2536,66 

16 

73163, 

2539.77 

15 

731S2, 

25?e.21 

16 

23159. 

2536.31 

17 

232 U. 

2536.9“ 


23313, 

’>22-T'5. ?5^1.fc^' 


’i. 23?’:3. Z67f>. 
?■; 2 3291. 1^76. 
Z*- 7 43. ;, 25‘'5. 
?"' J3311, ^73, 
r'<"”233i'r; 3372 ^ 

?9 2333^., 2571. 
3'’ 2336n. 2669. 

31 23367, 2569. 

32 23365. 2567. 

33 233H1. 2566. 


31. 33392. 2566. 
33 23356. 2566. 


3H 23631, 266C.71 
3S 23661. 2559.61 


6S 23519. 2551.12 
67 23536. 25;.-?. 50 



MOORE BUS1HESS FOMU. IHC HO FORM UI31 miNTED IH U36. »" 



HIQh TORQUe nc MOTOR 


C* ACCEL T/C»5V 


1 23 J 91 ., 

3 J3C9?. 
A ' 53 £TO 4 '; 
5 330B<>. 


7 3307 5. 

" ■ «' fsnni'; 

9 ?306" . 
I’r? 3 i 54 ' 3 i 
11 3303 B. 

— rj'ssozj; 

13 ?30C7. 
lA 733 l; 2 . 

15 2Z99E. 

16 2Z9T6. 

17 72970. 


!•< 22965. 
19 72950. 
2^' 72933. 
HI 229H0. 
?:H 22950. 
23 22905. 


29 22895. 

25 22R93. 

26 22h7ij. 

27 22863, 
2A‘ 72tt*j9. 
29 22848. 
5o' 22ft3i; 
31 22822. 

" 37 7/8l9i 
33 22803. 
-- 34 > 2790 ; 
35 22786. 


36 22779, 

37 22760. 

39 72745. 


41 22719. 

42 72713, 

43 22733. 
"44 72590 "; 

45 22682. 


2599,07 

Z 59 T.HT 

2599.30 

•? 59 r.e 7 

2599.20 




. 26J0.21 

; zvai'.iA 

. 260 1.90 

, ' 

, 26J4.39 
k 26L6.U9 
. 2607.93 
k 2609.46 
k 2603.97 
k' 2611.42 

k 2612.10 


k 2617,67 
. 2614.37 
k 2616.31 
I 2616.93 
k" 26i7.UO 
I 2619.51 


620.6 
2620.9" 
2672.60 
2624 . 3 ^ 
2624V79 
2626.05 
2626.00 
2629.04 
2629.36 
2631.23 

' Hesmir 

2633.19 


.3(1 
k 2636.20 

;-ssTirsTr 

, 2637.94 


k 2640.96 
, 2641."65" 
, 264 2.87 
k J547T. 33 
. 2645,76 




47 22657. 2646.10 



0{?-e mot£ 


pctioo sp£tn I 

\ Z3191. 25aT.?l 


2 23190* 2547.3? 

3 ?319?. ?547*C9 


b 23193 . 


7 

23107. 

25d7.65 

II 

23166. 

2507.76 

q 

23169. 

2587.43 

19 

23191. 

25«7,7i 

11 

23107. 

25S7.65 

17 

231n6. 

2687.75 

13 

23197. 

2537.09 

14 

232J0. 

2586.79 

15 

?3197. 

2505.54 

15 

73200. 

25c5.2'> 

17 

23195. 

?‘3S6«7ft 

1" 

232; 1. 

2505 .,. 9 

19 

7 37 .', 5 . 

7506.64 

29 

23?u4* 

7506.74 

21 

?3707. 

2585.4? 

27 

732CB. 

,7595.31 


232S.5. 

2535.64 

70 

73212. 

7504, B5 

9C 

73214. 

?5t)4»6'4 

7A 

■■3715. 

75s4»5? 

77 

73217. 

7504.31 

24 

23217. 

2584.31 

79 

232/:U. 

<£563 • m7 

39 

23220. 

2583.97 

31 

23222. 

2583.75 

3? 

73222. 

2633.75 

33 

23225. 

2533.4? 

'^U 

23226. 

2583.31 


3'^ 33230. 25d?.Sft 
"35 23231. 25UZ.75 
37 23231. 25a?. 75 
35 23233.“?5fl2.53 
39 23233. 25«1..32„ 


4" 23235. 2542.31 
41 2323H. Z 60 L .97 


47 73239. 25bl.fc6 
_43 73742. 25ai.i? 
44''23?'41,'“ 25Bl.e4 
05 73246. 2581.-" 


46 73247. 2550.97 

47 23246. 2581.07 




T»’K01Jc:« -C.06 02-1 : 13 T- -- 


HOOaE BUSINESS rOltMS. IMt Of F0MM4W. PaiMTEP IH U4 A. 53' 














nquRS a 












I 


I 


I 








( 


HIGH T.JH.XJE 


WQ70H 


e: 

f 

( 

( 


-26< 


rt£KIOO 5f>EEn 


» I Q < 



1 23030. 

?6j5.29 




?' 2333J. 
3 73030. 

2605.; a 
26o5.29 




* 2 303 3. 
' 23l33C. 

2604*95 
2605, ?9 




6 23019. 

7 73022. 

26.‘6.54 

2606.20 




■ > 23012. 
9 23004. 

2607. 33 
2609.24 




I- 23i';;5. 
11 2300> . 

26.9.17 

76.3.69 


* 


1? 22993. 
13 22950. 





14 2'29e&. 

15 729B2. 

<613.29 

2610.73 




15 72975. 
17 7Z957. 

2611.53 

2612.44 




in 229G4* 
li 72956. 

2612. 7B 
7613.69 




?£V5J« 
?.l ?29^9m 

2613.24 

2614,49 




72 22951. 

73 22941, 

7614.26 

7615.40 



*-c 

74 22945. 

75 22932. 

<614.94 

2616.43 



-J-J.-- 

■" « 

74 72926. 
?292‘*. 

Zbi7.i: 
7 *3& 



7- 22917. 
29 72515. 

261.4. C? 
2613.37 


- 

O 

30 22914. 

31 22908. 

2613.48 

2619.17 




32 '22903. 

33 72BS2. 

2620.09 

2621*00 




34 22B^2, 

35 72--H. 

2621.00 

7671.46 




35 22ti8i<. 
37 22677. 

*37 




3" ?28^5. 
39 22867. 

2622*95 

2523.66 




i'" 72B51. 
41 32860. 

2*624.55 

2624.67 




42 72U55. 

43 72H51. 

2625.24 

2f)<6«70 




' 44 2’2ff39. 
45 72836. 

2627. OB 
2627.43 




46 22H34. 
4> 22927. 

2627.66 

2628.46 




4* 22b23. 

2629.97 

.... 

■ 24,V3*C2-r‘ fFPfv;"' 





. - - - . 


( 


( 

c 

t 

c 

L 

C 

c 

L 

C 


c 



„ (. 

5 Tw **g i 


c 

C 


i 




vrn HI ajiNiHtr wikm oh ^tnat tfaieisni avoovt 



8 3two;u 





j CT }-8 ircadii 


i 


UlOiy JiSJUR .'JC ...^lOTQ!* 



Ht 1 1 Cil 


1 

23 11 C< 

26:7. 3ft 

7 

23 ill. 

76-;7.ft* 

3 

23313< 

2f>.-7,2? 

ft 


7617,7ft 

*5 

’799-1, 

76*-, "ft 


76 

7 

7.’97a, 

2611. 19 


22967. 

2617. ftft 

ft 

22956. 

2ftl3,ft6 

T' 

?245fc. 

2613, 9ft 

It 

72917, 

2615, •!' 

- 17 -774?>, , 

7ftT72n ' 

13 

77923. 

2617. ftft 

Ift 

?7Vlt. 

2616.96 

15 

?7«95. 

2ft7:.7 5 

1ft 

?2rjft. 

7521.0" 

17 

22«67, 

2673. “ft 


la 

lo ?2«i? 

.'1 2^129 
?^P^3 
?3 '>?('in 
?fe' ?S 799 
?3 ??79? 

27 m 2 
>7 •»?771 
?» 

?<i ?? 7 a? 
3T ??7«,2 
3I_?J731 
‘12 

31 32717 
3 * 227^1 

3ft 7Z6,1£. 
17 7267^ 
1ft 2i665 
19 7?6&& 
72657 
<■1 22636 
*7 72&27 
ft 1 _? 76^0 
ftft ? 261 f 1 
<jft 7251 f- 
ft ft 725 ‘J 2 " 
47 325ft3 




ntT 2 ft.# 

• t t ? 3 • ^ 

. 

■ 7 fti 3 • ^ 
. ? 679 «i 
>. 2631. f 

. 

. 2633. ( 
. 763ft, S 
. 7636.^ 

■ 263 ft.; 

• ? 63 r.; 
. _ 2 ft 3 ^^ 
. 2ftftS.? 

. 7 ftt. 5 ^.J 
. 2 6ft 7 .t 
. ?6ftft .l 
. ^ 6 ftft.t 

. JeftS^i 

. 26 ft 7 ,i 
. 26ft^.^ 
. ? 6 ft 2 .“ 
. 2657 .* 
. 7 ■ j 3 1 . 3 
> 26^2 ^ 
,' 26 53.* 

• ; 635 .] 
'. 2635.3 

• 2636, ‘ 



. MOOliE aUilftESS rOXMS, INC. HO FORM «ll. RHIHTEO IN U.a A. 37 ’ 



"SPf-ED* - C*RPM. DRArj TOf?OUt=: 0*00060 * KPM + 0.6 GUlESCt’.NT S»5lvATT 


PAR 

VOTOR 

POWER 

fC UtMD TOT 

SIN " 

COS SUM 

' 1 "CC nr 

0.5 

2.0 2.5 

‘ ?. CC ACC 20. 

1.5 

4.0 5.5 


KEAC 

TRiJ 


^•'.OTUX 

TU^ 

yTT 

I'J^O 


REO 

POWER 


.5 

2H.5 

29.1 

0.0 

0 

) l) 

40.5 

41. i 

0 a Lf 

0 


VC) TOR 

ELEC 

HBKOG 

SYSTr. 

EFF 

EFF 

EFF 

EFF 

0-0 

20*8 

71*4 

o*u 

0.0 


47*8 

fi*o 



1 CC OEC 12. 

2 CC DEC - 2C* 

3 CC DEC 2B. 
A CC DEC A4* 


1.0 
2,0- 
5.0 
1 0.5 


i.O -10.9 -1 

6 *; 0 "- 2 r .\1 ■-‘ 237 ^ 
u^o -32.3 "31.7 
19.5^ — 44«6 — 44.U 






















HI TORQUE PC ^iOTOK 


•SPEED* - 250#RPJ< DRAG TORQUE* 0.00060 # RP.X 0.6 . QUIESCENT POftER* 8.5WATT 


PWhi ^'OTOR POWER KEAC MOTOR REG MOTOR ELEC H5RDG SYSTi'. 
TC QUAD TOT SIR .COfi SUM TRQ TRG POWER EFF El 

*T~cc^cr“‘T4^ r.5 ■ 575 775 sTs 971 TTt laTT siTl sTTs 

2 CC ACC 3.0 6.0 9>0 18iA 19.1 3.5 39.3 37.5 58.0 

3 CC ACC 35« 5.G 11.5 16.5 28.9 29*6 5.4 33*2 47.1 62.2 

4 CC ACC 55. 8.5 19.5 28.0 40.9 41.6 7.7 27.5 5Q.9 6Q.2 

5 CC ACC 69. 12.5 23.3 36.0 48.4 49.1 9.0 25.2 52.1 59.5 13.1 

■~A“TAS ^ “1.59 

s.r. 10.21 ' 

CORR — 57998 ^ 


1 

CW DEC . 

11. 

Qjfl 

1.0 

1.0 

10.9 

10. 1 

1.8 





2 ' 

CW UEC 

17. 

P.O 

1.0 

i.n 

20.6 

19.6 

3.6 





3 

CW DEC 

23. 

0.5 

4.5 

5.0 

31.9 

31.1 

5.7 





4 

CW DEC 

37. 


9.5 

11.5 

43.5 

42.7 

KEI 





5 

CW DEC 

47. 


12.5 

17.0 

51.4 

50.6 

■19 






A I AS 





0.48 







f 

S»F » 





10.39 







' 

CORR 





0.998 







. 

1 

Cw ACC 

14. 

1.5 

3.0 

4.5 

“9.8 

-10.5 . 

1.9 

43.3 

32.1 

81.8 

13.9 

2 

CW ACC 

24. 

4.0 

5.5 

9.5 

-19.9 

-20.6 

3.8 

40.1 

39.5 

61 «2 

mss 

3 

CW ACC 

37. 

0,5 

9.0 

18.5 

-31.5 

-32.2 

5*9 

32.2 

50.0 

64.9 

1 6 . 1 

, 4 

CW ACC 

5 7. 

17.0 

13.5 

30.5 

-43.9 

— 44 • 6 

8.2 

27.0 

53.5 

62.8 


V 

CW ACC 

73. 

20.0 

15.5 

3 8.5 

-51.4 

-52.1 

9.6 

25.0 

52.7 

59.6 

13.2 


RIAS 





0.86 








5.F. 





-10.77 





■ 



CORR 





-0.997 








1 

CC 

DEC 

10. 

0.0 

1.0 

.1*0 


CC 

DEC 

17. 

0*0 

I.O 

1.0 

3 

CC 

DEC 

23. 

2.5 

2.5 

5,0 

4 

CC 

’DEC 

37. 

7.0 

5.5 

12.5 

5 

CC 

DEC 

49. 

9.0 

9,0 

18.0 



OIAS 

S.Fo 

CORR 


















i TOKOUE DC votoR 

; * ^ ^ : — 7 -; 

§D 0 «RPM drag TORWUEs: O-OOCGO RPH + 0*6 QUiESCtNT POrtER- 8«5WATr * 


r,- • pviR 

‘QiiAfi' TOT 

i -c£~acc 

i J? CC ACC 28. 


VOTOR POVJER KEAC MUTurt R£Q VQTOR ELEC HBkDG SYSTNl 


SIN "cos " SUM TRU" IRQ 



6*5 

8.3 

9.2 

1 8.5 

13.5 

18. 4 

19.2 

1 15.0 

23.0 

26.9 

29.7 ] 

i 25.0 

37.0 

40.9 

41.7 


POWER EFF 
3.4 52*3 


52*3 • 38.2 76.4 ZOoQ 

R '48. 





8-8 

8-55 



















. f 



HIGH 

TCRUUE DC VOTOR . 

* 





^ , 

SPFE->* 750.RPi'' 

DRAG TORUUE- 0 

•00060 

* i^PNi 

+ 0.6 

QUIESCENT POrtLR* H. 

5WATT 

kF.. 

pwr< 

VOTOR 

POWER 

HEAC , 

vuTuk 

REQ 

NO TOR 

ELEC 

HBKuG 

SYSTr 

tL. 

T^; CiUAp. TOT 

^ t 

SIN 

cor. 

SUN 

TRO 

TKQ 

POWER 

£FF 

eff 

tFF 

EKE 

f 

i' 

k 

i CC ACC i9. 
t CC ACC 33. 

3.5 

6.5 

5.0 

10.5 

8.5 

17.0 

8.3 

18.4 

9.3 

19.4 

5.1 

10.7 

61.0 

63.4 

44.7 

51.5 

80.9 

69.3 

27.2 

32. iV 


1 CC ACC 50. 
A CC ACC . 77. 

10.0 

15.0 

18.5 
30 oO 

28.5 

45.0 

28.9 

40.9 

29.9 
. 41,9 

16.6 

23.2 

58.7 

51-7 

57.0 

58.4 

68.6 

65.6 

33.2 

3C.2' 


^"CC ACC 1 97. 

k- 

21.5 

35.0 

66.5 

49.1 

50.1 

27.8 

49.2 

58.2 

63.8 

2S.6 


“^AS 

S.F« 




-2.11 

10.41 








CORK 




0.998 






* 


■ 1 Oil OF.C 7. 

-2.0 

“2.0 

-4,0 

11.6 

10.5 

5.8 


V 




? CV^ DEC 10. 
3 C.-j DEC 13. 

“3.5 

-4,0 

-3.0 

“3.5 

’*6.5 

-7.5 

21.4 

32.6 

20. 3 
31.5 

11.2 

17.5 






4, C-v DEC ?1. 
5 Ck-.’ DEC 28. 

—4 .5 
-3.5 

-1.5 

0.0 

-6.0 

-3.5 

44,3 

52.1 

43.2 
^ 51. U 

23-9 

28.3 






RIAS 




1.22 








.<»F. 

CORR 




10.39 

0.998 



* 

* 







• 


• 







1 Cv. ACC 18. 
7 Cl-, ACC 33. 

3.5 

5oO 

9.0 

8.5 

17.5 

-y.4 

-19.9 

-lU.4 

-20.9 

5.7 

11.6 

68.1 

66.4 

47.2 

53.0 

89.4 

71.4 

32.2 

35.2 


3 Ca ACC DA. 
A Crt ACC 85. 

17.5 

28.5 

14.5 

21.0 

32.0 

49.5 

-32.6 

-45.4 

-33.6 

-46.4 

18.6 

25.7 

69.3 

52.0 

59.2 

58.2 

70.3 

64.7 

34.5 
30 9 J 


5 Crt Acc'TcT; 

33.0 

TsT^ 

61.0 

-52.9 

-53.9 

29.9 

49.0 

58.0 

63.2 

23.5 ; 


1.71 

-11.25 

'"CO’JK ' ’ -0.99fi 


1 rc DEC 

6o 

-2.0 

— 2 • ‘5 

-4,0 -17.8 -11,7 

6.5 


2 CC DEC 

10. 

-4,0 

—3.0 

-7,0 -23.3 -22.2 

12.3 

- 

3 CC DEC 

13. 

-4*0 

-3.0 

-7.0 -35.6 -34.5 

19.1 


4 CC DEC 

22. 

-?#n 

-3,0 

-5.0 -48*4 -47.3 

76.2 

• 

5 CC DEC 

30. 

-1.0 

-2,0 

-3.0 “56.2 -55.1 

30.5 


•UAS 




-1.68 



S • F ■ 




-11.19 



CORK 




-0.V97 






TABUS 8-9 


8-56 


I 



\ 






HIGH 

TORQUE DC y 

OTOR 






; «f»FED* 1000#RPf-, 

DRAG TOROUEs 0 

.00060 

» kPK 

+ 0.6 ■ 

QUIESCENT PCwER= 8.5WATT' ' 

pc 

QUAD 

Par 

MOTOR 

POWER 

REAC 

muTuR 

REU 

MOTOR 

ELEC 

liSRDG 

5YST>; 

TOT 

SIN 

COS 

SUM 

• TRQ 

TRO 

POWER 

EFF 

•EFF 

EFF 

EFr 

1 

? 

CC ACC 
CC ACC 

22a 

37* 

AaO 

BaO 

5.5 

12.5 

9.5 

20.5 

8.3 

18.4 

9.5 

19.6 

7.0 

14.4 

73.9 

70.7 

43.1 

55*4 

70.3 

71.9 

31.9 

_39.i 

> 3 

; Jt 

AcC 
CC ACC 


.l?e& 

IH.5 

21.5 

34.5 

34.0 

53.0 

28.9 

40.9 

30.1 

42.0 

22.2 

31.1 

65.4 

58.7 

59.6 

60.2 

70.1 
66. 6 

39.0 

35«3.. 

1 - ^ 

CC ACC 

110a 

?5.5 

40a5 

66.0 

50.6 

51.6 

38.3 

58.0 

60.0 

65.0 

34*8 


RIAS ■“ 

5«F« r 

a 




10.71 








CGR'< 

• 




0.999 


■ 





3 

CW DfcC 

5-a 

-3a0 

-3.0 

—6 . 0 

11.6 

10.4 

7.6 





? 

CW DEC 
CW DEC 

6 ft 

7ft 

-'i.O 

-6 a 3 

-5.5 

-6«5 

-10 0 5 
-13.0 

21.4 

32.6 

20.2 

31.4 

14.9 

23.2 





*5 

Cri DEC 
CW DEC 

lA. 

19a 

-8.0 

-8a0 

—6 . 5 

-6.5 

-14.5 

-14.5 

44.3 

52.1 

43.1 

50.9 

31.8 
3 7 .6 





1 

«IAS 





1.22 




• 



L 

i 

SaF. 

COi<R 





10.39 

0.99fl 




• 



i 

\ 

i 












4 

U^- 

CW ACC 
Cw ACC 

2?a 

38a 

A.5 

10.5 

5.5 

li.o 

10.0 

21.5 

—9.4 

-19.9 

-10.6 

-21.1 

7.8 

15.6 

78.4 

72.5 

45.4 

56.5 

74.0 

72.8 

35*6 

l.l 

C.; ACC 
C w ACC 

62 a 
97a 

?laO 

33.5 

17.5 

25.5 

38.5 

55.0 

-32.6 

-45.4 

-33.8 

-46.5 

25.0 

34.4 

64.9 

58.4 

62.0 
60 a 8 

71.9 

66.6 

40.3 

L- 

CW ACC 

12C. 


33.0 

77.0 

-53.3 

-54.5 

40.3 

52*3 

64.1 

69.0 

33«5 

f . 

irxTiiS . 

S.F. 




1.B7 

-11.33 







j 

CORft 




-0.997 







■ 1 

CC DEC 

8* 

-3.0 

-3.0 

—6.0 

-13.1 

-11.9 

8.8 





3 

CC DEC 

CC DEC 

“Ha 

18* 

—ft . 0 

-7.0 

-5.0 

-6 * :j 

“11.0 

-13*0 

-2 3.3 
-35. ft 

-22.1 

-34.4 

16.3 

25.4 





7f 

CCHDEC 30 • 
CC DEC 39# 

-7.0 
—7 .0 

-ft .5 
-ft.5 

-13.5 

-13.5 

-4R.4 

-55.9 

■wrr72“ 

“SA • 7 

. 34.9 
40 . 4 






i 

-2.04 


' 'gTjr, 

-11.07 


CCRH 




TABLE 8-10 







CC ACC 

64. 

15.0 

25.0 

4C.n 

28.9 

30.2 

27.9 

69.9 

62.5 

72.0 

43.6 


4 

CC ACC 

98. 

22.0 

39.0 

61.0 

40.9 

42.2 

39.0 

64.0 

62.2 

-6B.1 . 

3.9.6 . 


;,4' 

CC ACC 

124. 

30.0 

46.0 

76.0 

49.1 

50.4 

46*6 

61.3 

61.2 

65.6 

37.6 


■ ^ 

ATaS 





“-2*63. 









? .F . 





10.53 










A C.V D5:C 7, «]ri.r> -11#^ -?2,n 

CK Dtc 12* -11*6 “:»3.0 


11 

?.l 

32 


A4*3 
51. ft 


42. V 
50.4 


39.7 
46. fj 


RIAS 

S»>* 

COl<5t 


1.34 

10.33 

0.997 


1 

Cl! ACC 

24. 

5.0 

6.5 

11.5 

3 

c.-; ACC 

43. 

12.5 

• 13.0 

25,5 

9 

C.V ACC 

70. 

75.0 

20,0 

45. n 

A 

C‘.V ACC 

109. 

3ft. 5 

29.0 

67.5 

6 

Cx ACC 

135. 

44,0 

37,0 

ft 1 • t' 


■53.3 “b4< 


30.5 62.3 60.0 64.0 


37.4 


HlAb 

S.F. 

c6n!« 


1.87 

"11.33 

-0.997 



TABIiS 8-11 







HIGH TOH«UE DC MOTOR 


I * 


1300».RPM dract Torque* u.oooao ■» rpm + o»6 quiescent pov-er* 8»sv;ati * 


' 

PiVR 

\*otor powfr 

UEAC 

MOTOR 

REO 

MOTOR 

ELEC 

HBRDG 

SYST.^ 

GuAD 

1 

'Tot'^ 

SIN 

COS 

SUM 

TRO 

TRU 

POWER 

EFF 

EFF 

EFF 

EHp 

1 CC ACC 

2 CC ACC 

26. 

46. 

5.5 

11.0 

7.6 

17.0 

13.0 

?a.o 

7.9 

18.0 

9.3 

19.5 

10.4 

21.6 

80.2 

77.2 

50.0 

60.8 

74.2 

74.6 

40ei 

4T*0 

’TTTTac^ 
> CC ACC 

7l. 

109. 

17.5 

25.0 

28.5 

44.0 

46.0 

69.0 

28.5 

40.9 

30.0 

42.3 

33.2 

47*0 

72.3 

68.1 

64.7 

63.3 

73*6 

66.6 

4^«« • 
41*1 

■,5 

I3T.. 

34.D 

51.5 

R5o5 

■ 49.5 

51.0 

56-5 

66" 1 

62.4 

66.5 

4l«i • 

t 

, — 

S»F. 

, 

• 



—2 .86 
10.60 







CCHTR “ 





0.998 







1 C,-# DEC 

0. 

-5.0 

—5.5 

-1U.5 

12.0 

10.5 

11.6 





? C‘.v DEC 
3 CW DEC 

0. 

0, 

®. 5 
-n.o 

—9 . 6 
-13-5 

-18.0 

-24.5 

19.9 

32.6 

IS. 4 
31.1 

20.4 

34.5 





4 CW DEC 

5 CW DEC 

0. 

3. 

-13.5 

-15.5 

-16.0 

-16.5' 

-29.5 

-32.0 

43.9 

51.8 

42.4 

50.3 

47.0 

55.8 





P|AS 





0..95 







• 

_ CORJ_ 

.— *■ ■■ 




10.36 

0.996 


• 



• 

L 


i 


I m Acer '26. '7rs ”lT75”"-^^o™ UTe 8672 517? T771 ZS^TT', 

? CU ACC 47» 1A.5 15.0 29.5 -19.9 -21.3 23.7 dO*A 62.7 76.6 50*5 

3 CW ACC T?"* 25 75 “ 5 2.0 -'3273 -3 377 TfT^ 7^71 “■ ^5. a 73.7 ' 

U CW ACC 1?Z« 6A,0 33.0 77.0 -45.4 -46.8 52.0 67.5 63.6 68.4 41*0 

-T"CT: ' ACC "1A77 — *rtr7T5 — 42.5 92.6 -5T.3 -b4.7 5T3T7 ^577 61713 SITS AoTI^ 

■ *»IAS' T~ 

S.F. -11.41 

■ ' ro’rrr “ ^dtw? 


1 CC DEC U. -5.5 -5.5 -11. 0 -13.1 -U.6 12.R 

3 CC "DEr~:' C 7"-T07tS — -R75~-^'RT5--T2^^ ’■^TTA 2377 

3 CC DEC 0. -14,5 -12.0 -?6,5 -35.3 -33.8 37.5 

•4 "CC DEC ■a^“-I7IT3“I4;0"-3i;(> -4ff70 -46,5 5175 

5 CC DEC 4, -in.n -15.5 -33.5 -55.9 -54.4 60.3 


«IAS -1.82 

, -11.07 

cork -0.997 


TABLE 8-12 


8-59 


H]fGH TORQUE DC MOTOR 


: aPftiO* 175D.RP^. 

nRAG TOPQUt* 0 

.00060 

* RPM 

+ 0.6 

OUlESCEi'i! PO'auK* S. 

5WATT 

* Px*< 

VOTOW 

POV.'Fi'! 

kEAC 

viJTUis 

KEO 

VO TOR 

ELEC 

HtiUDG 

SYST>, 

TOi) Tc5T 

SI*V 

COS 

SUV 

TkO 

TRCJ 

PO'i'.tX 

•EFF 

EFF 

EFF 

LFF 

■^T"trC ‘AGC" >T* 
?. CC ACC &c. 

6.5 

12.5 

3.5 
19. J 

1 5 • P 
31.5 

7.9 

18.0 

9.5 

19-6 

12.3 

25.4 

H2.4 

80.7 

53.5 

63.0 

76.9 

75.9 

44.1 

50.8 

" rl CC ACC 
' A CC ACC 119* 

?n.o 

?B.5 

32. U 
49.5 

52.0 

78*0 

28.5 

40.9 

3 0.1 
42.5 

39-0 

55*0 

75.0 

70.6 

66.6 

65.5 

74.3 

70.5 

50.0 

46*2 

5 ttC ACC 149« 

3H*5 

57.0 

95.5 

49^1 

5C.7 

65.6 

63.7 

64.0 

67.9 

44. U 


■Tf 7 ~rno~ 

5*F» 10i»52 


0.99H 


■ 1 

C'. i^EC 

0. -6,6 «6.0 -11.5 

12 .'0 

1C. 3 

13.3 

7 

C'A SFC 

0. -10.0 -11.5 -21.5 

21^4 

19.7 

25.5 

. 3 

€W DEC 

0. -13.5 “16.5 -3U-0 

32.6 

30.5 

40.0 

4 

C^‘. DEC 

0. -16.5 “20.5 -37.0 

43.5 

41*8 

54.1 

ft 

Ci’._ DFC 


_ 51.p_ 

- 

63.0 




2. 06 



, • 

S.F. 


10.01 




COWR 

- 

0.993 




1 

c.; ACC 

28. 

7.0’ 

H.5 

15.5 -9.0 “10.6 

13. 7 

ti«.9 

55".3 

■ 79.4 

49.2 

2 

o; ACC 

52. 

U.5 

17. n 

33*5 "19.5 -21.1 

27.3 

81.7 

54*4 

77.0 

^•6 

% 

C.i ACC 

87. 

32.0 

26.0 

58*0 -32.3 -33.9 

43.9 

75.7 

66.6 

73-8 

50.5 

4 

C-; ACC 

132. 

49,5 

36.5 

86.0 -45.4 -47.0 

60.9 

70*8 

65.1 

69. 

46.1 


C/ ACC 

163. 

56.0 

47.0 

103.0 -53.3 -54.9 

71.1 

69.0 

63.1 

66.6 

43.6 


«IAS 




2.45 







S.F. 




-11.45 







COTR 




-0.997 






1 

CC ;:tc 

0. 

-6,0 

-6.0 

“12.0 “IJ.l -11.4 

14 • 8 





2 

CC DEC 

(.'• 

“12.0 

“10.0 

-22.0 -23.3 -21.6 

2H.Q 





A 

CC DEC 

0. 

-13.9 

-14.9 

-32.0 -35.3 “33.6 

43.5 





4 

CC DFC 

0 0 

“??.0 

-17,5 

—39.5 —47.6 —46.9 

59,4 





5 

CC DEC 

0. 

“?4,n 

“19.5 

-43.5 —55.5 —53.8 

. 69.7 






*"IAS 




-2.22 


• 





S.F. 




-10.91 







CC7R 




-0.997 







TABLE 8-13 


HIGH TOt^COUE DC '-’OTUfi 


? SP^ED* ?Oi)O.RP;.! DRAG TORQUE* J.0006U * RRiM + 0.6 QUIESCENT PDaER* aeSWATT 


PaK %?0T0R power kCAC REQ '^iQTOK ELEC H8RUG SYSTi 


22. 

mm 

31. 

.5 



0 9 

0 21 


THU POWER 



63.0 106.0 49.1 


3 

10.65 

0.99B 


i C.'^ DEC 0.J -6.5 -6.5 -13.0 12.0 10.2 15. 0_ 

' ITEC , ^ 0. -n*5 -13.5 -?5.0 21. B 20. C 29.5 

3 CW DEC ^ 0. -16.0 -20*5 - 36.5 32.6 30.8 45.5 

43.5 4l*7 61.6 

L C« DEC , u. -23.5 -?7*5 -51.0 51.0 49.2 12*1 


«1AS 


2.27 



‘ 1 Ca ACC ‘ 30." ».0 5.5 17.5 -S.6-1J.3 15.3 37.9 53.3 31*3 51. i 

( 7 C,\ ACC 56. 1«.5 IH.5 37.0 -19.5 ~21*5_ 31.5 «5.1 66.0 JJjLt 5jbuL, 

1' 5 OV ACC 94. 37.5 ■ "29.0 "‘66.5 -32..'3 -34.0 * 50.4 ‘^sIb 70.7 77.7 53. <* 

4 Ca ACC 142. 55.0 41.0 96.0 -4b. « -47.5 7U.4 73.3 _Jj7*i 71.9 49.5 

■ T'CW' aCc”JT5'. 62.5’ 52.0 114.5 -53.3 -55.0 81. 5 71.1 65.4 68.7 46.5 


5.F . 

CORH 


2.ai 

-0.996 


t CC DEC 

2 CC DEC 

3 CC DEC 
A 'CC DEC 
5 CC DEC 

F»IAS 
■ ^.F. 

CURH 


-7.5 -6.0 -13.5 -13.1 -11.3 16.7 

•14, 0 -12.0 -26.0 -23.3 -'21.5" sHfl 

•21.0 -17.0 -38.0 -34. 9-33 .1 48 .9 

■26.5 “21.5 —48*0 —47.3 — 4i),b 67.3 

■2 9.0 -24.0 -53.0 -55*5 -53.7 79.4 

-2.17 

- 10.88 

-0.99B 



S-81 












Hl.GH^TOKUUEi MOTUR 


DRAG TORQUE* ()»00b60 * «P>^! f Qa6 QUIESCENT PO.vIlK* B^bWAtf 

t .. ' ■ ' 

VQTUR POVJFf^ HEAG .MOTOR ?^EQ MOTOR ELEC fiUiiOG SYSTm 
Tr ^GUAD TOT SIN- COS SLT^ TRO f?<Q POWEk EFF £FF EFF eFF 

•' j * ■ ■ 

I CC ACC BsO IQeO 10*0 TTI 97 o 15*6 03*6 56«£ TsTs ^7*0 

g CC ACC SB. 16*0 23*0 39^0 17»3 19o2 32.0 Bg.T 6.7«1 28»7 _$5»^ 

' :•>> CC ACC - 9g* ?4*5 38»5 63*0 28.5 30»A 50.6 BO. 4 6B.^^ ,75.4 55.0 

4 CC ACC 137. 34.5 58.5 93.0 40.9 42. 8 71.3 76.6 67.8 , 72-^3 ,52. g. 

' '5,C^"ACC 3.72. 5775 6P.0 125.5 49.1 51.0 84."^ 6776 72.9 76.7 4973 

r- — -3.7 o 

5.F. - 10.76 

COKR ^ 0«99n 


1 CW DEC 0. -7. 5 "7.5 -15.0 12.4 10.4 17.3 

2 CW DEC 0. -13.5 -16.0 -29.5 22.1 20.1 33.5 

3 CvJ DEC 0* -IR.O -23.5 -41.5 32.6 30.6 51.0 

4 CW DEC 0. —23.0 —30.0 —53.0 43.5 41.5 69.1 

5 C± DEC 0. -27.0-32.5 "59.5 51.0 49.0 81.6 

f^IAS 2.73 

9.R6 

0.998 


‘ S.F. 
COKR 


“■ 1' 

C'v. ' 

ACC* 

32. 

H»5 

10,5 

19.0 -8.3 -10.2 

17.0 

89.7 

59.3 

7 

Ca 

ACC 

60. 

20.5 

21,0 

4l.5 -19.1 -21. U 

35.0 

04.4 

69.1 


CW 

ACC" 

101. 

?H«5 

3 2 ."o' 

70.5 — 31«9 —33.8 

56.3 

79.9 

69.6 

tk 

C,v 

ACC 

151. 

5«.5 

45.5 

105.0 -45.4 -47.3 

78.7 

75.0 

69.5 

** 5 

CW 

ACC 

135. 

67.0 

57.0 

124.0 “52.9 -54.6 

91.2 

73.6 

67 a 0 


ao.e 53*3 
50.5 56*3 

76.2 55.1 

TliA aZaJ 

7tJ«2 49«3 


MIAS ” 3.13 

S.F.^ - 1 1.55 

COKR -6.996 


1 

CC DLC 

0. —8.5 -7.0 

-15.5 -13.5 -ll^^S 

19.2 



y 

CC DEC ■ 

0« ‘“16.0 — 14.»i 

-30.0 -23.6 -21.6 

36.0 



3 

CC DEC 

0. —24.0 —19*5 

-43.5 -35.3 -33.3 

55,5 



4 

CC DEC 

0. -31.0 -24.5 

- 55 * 5 " -47.3 -45,3 

75.4 



5 

CC DEC 

0. -34,0 -28.0 

-62.0 -55.1 “53.1 

B8.4 




«IAS 


-2.80 





S.p'* 


-10.69 





CJN;< 


-0.997 

..... .. . 




TAHLR 8-15 



high TOKUUE DC MOTOR 


SHPKD* ZSUOeKPi*' DRAG TUROUE* ()• 00060 

* RP.'i 

+ 0,6 

OUlESCENT PwrtERa Q, 

> 

5WATT 

fl' 


PWR 

v.oTOf’ ptnvPi? 

NE AC 

MOTOR 

REQ 

VOTOR 

ELEC 

HERDG 

SYSTi^ 

10T~~ 

SIN 

COS 

SUM 

TKU 

Tkm 

POWER 

EFF 

EFF 

Eh F 

EFt- 

1 CC ACC 
? CC ACC 

62. 

»,6 

17,6 

u,o 

25,0 

19.5 

42.5 

6,8 

17.3 

8.8 

19.4 

16,4 

35,8 

84,3 

84«4 

59,0 

68,5 

79,5 

79,4 

49,8 
5 7 « ti. 

4 

CC Acf 
CC ACC 

144a 

?7»0 

3fia0 

41 a 5 
61,5 

68.5 

99.5 

28,1 

40,5 

30,2 

42,6 

55.8 

78,7 

81,5 

79,1 

69,8 

69,0 

76,5 

73,4 

56,9 

54,7 

K 
. * 

CC AC^ 

TsTT' 

92,5 

71,0 

123,5 

48,3 

50,9 

94,1 

16>.2 

68,2 

71,5 

51,9 

■1 

i 


TTIA'S 
S*F. ' 





— 3, 86 
10,72 






1 


dORft 

" 




0,998 




■ 



1 

CW DEC 

' 0. 

— A o5 

-8,5 

-17.0 

1?,4 

10.3 

19,0 





0 

3 

c.-- DEC 
C'v DEC 

0. 

Urn 

-16«0 

-?0,5 

-1H,0 

-2 7,0 

-33,0 

-47,5 

22.1 

33,0 

2U.U 

30.9 

36,9 

57,1 





u 

6 

O: DEC 
CW DEC 

L) B 

Oa 

-?6.0 

-31e0 

-34,0 

-38,0 

-60,0 

-69,0 

43.5 

50.6 

41.4 

46.5 

76.5 

89.6 






AIAS 





2,97 






- 


<;.F. 

CDRM 





9,78 

0,997 








r 

2 

Cw ACC 
C>. ACC 

34a 

66, 

R.5 

?2«6 

11,0 

??,5 

20,5 

45.0 

“7.9 

-18.9 

-10,0 

-21,0 

18.4 
38, M 

90.2 

86.2 

60,2 

69.2 

5Q,3 

7«',6 

54,3 

69,7 

'""5' 

4 

CW AcC 
CW ACC 

roTa 

158, 

42.0 

62.0 

““35,0” 

50,0 

112,0 

-31.5 

-44.6 

-33,6 

“46,7 

62,1 

86,3 

80,6 

77,1 

71,9 

70,8 

TsTT 

74,9 

5e,o 

54,6 


CW ACC 

fifAS 

S.F* 

1**2, 

7D,T5 

60,0 

130,0” 

■ -51,4 

- 5 3 • 5 

98,9 

“76.0 

6^ a ^ 

70o8 

51 






2,95 

-11,27 








C'OT^R 





-0,995 







I 

CC DEC 
CC DEC 
CC DEC 
CC"DEC 
CC DEC 

0 « 

-9,5 

-TTIVT 

-?7,5 

-8,0 

-I 7,5 

-13.5 

-11,4 

21,0 


t 



? 

3 

D, 

0, 

o; 

Oa 

— 1 6 , 0 
-22,0 

-34,0 -23.6 
-49,5 -34,9 

-21T5~ 

-32.8 

60,6 





4 

6 

—3 6,0 
-39,5 

-?ir,Tr 

-31,5 

-64,0 

-71,0 

-46.9 

-54.8 

-44.8 

-52.7 

82. A 
97.4 






AlAS 





-2.96 

=^fr.T9~ 

-0,998 








S 

CQRR 
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